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Textured Quarry Tile by Summitville is unique in the 
ceramic field. No other product offers such a combination 
of sparkling color, pattern and texture, long wear and 
versatility. Easy-to-clean textured quarry tiles are available 
in 10 designs... a choice to complement any architectural 
style. Twelve color combinations provide a selection 
to harmonize with any color scheme. 


For the full story on how to specify beautiful, “unequalled” 
floors and walls, contact your local ceramic tile 
contractor or write direct. 
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Illusion 


TILES * IN C. 
SUMMITVILLE * OHIO 


Volencia QUARRY TILE • TEXTURED QUARRY TILE * FLOOR BRICK 
GLAZED QUARRY TILE * 12-VENEER * CUSTOMURALS 


Mayan қ: Cobbletex = Prismatic < 


MEMBER: TILE COUNCIL OF AMERICA, INCORPORATED 


Horseshoes at 30 feet? 


DESIGN — Clean, modern, practical with coved corners 
and dished bottoms makes them highly functional and at- 
tractive plus blending with all laboratory furniture. 


CORROSION RESISTANCE — Made of modi- 
fied epoxy resin, Durcon exhibits almost complete resist- 
ance to wide range of acids, alkalies, salts, solvents, and 
other organic chemicals. 


WIDE SELECTION —Table sinks, end sinks, drain- 
board-sink units, double compartment sinks, cylindrical 
sinks, cup sinks. 


LIGHT WEIGHT. - Approximately 40% as heavy as 
competitive sinks. Normally thickness of stone or porce- 
lain sinks is at least 1" while Durcon is but 12” thick. 


LOWER COST - — Besides lower initial cost, there аге 
savings on freight and installation. 


EASIER INSTALLATION — One man can easily 
install a Durcon sink either under table top or free stand- 
ing. No hydraulic jack required as for ceramic or stone 
sinks. Less weight means less complicated supports. 


HEAT RESISTANCE — Unlike other plastic lab- 
oratory sinks, Durcon will not warp nor soften when ex- 
posed to boiling solutions. Neither will Durcon support 
combustion. 


SHOCK RESISTANCE — No failure due to ther- 
mal shock need be feared. Wide range of tests also assure 
many years'service without cracking, spalling or other 
forms of mechanical or fatigue failure. 


MOISTURE ABSORPTION — Durcon sinks аге 
impermeable to liquids. The percentage of moisture ab- 
sorption over an extended period is a maximum of 0.06%. 


unusual test, but 


Laboratory Sinks 
took it! 


To prove ruggedness of Durcon Laboratory Sinks, 
one laboratory conducted a test, admittedly un- 
usual, in which steel horseshoes were pitched at 
and into the sink from a distance of thirty feet. 
The sink survived with only a few scratches which 
were quickly smoothed out with emery paper and 
an oily cloth. 


Of course, seldom will horseshoe pitching be 
practiced in laboratories, but this is only one of a 
wide range of tests that have proven that Durcon 
Lab Sinks, made of epoxy resin modified by the 
Duriron Company, will provide years of service. 
No cracking, no spalling nor other forms of me- 
chanical failure. 


Why not take a look at the many other good rea- 
sons why you should specify Durcon Lab Sinks. 
For further information and prices, contact your 
Laboratory Furniture Manufacturer, or write for 
new Bulletin PF/5a. 


THE DURIRON COMPANY, INC. 
DAYTON, OHIO 
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LOEB DRAMA CENTER, 
HARVARD UNIVERSITY 


Architects: Hugh Stubbins and Associates, 
Cambridge, Mass. 

Theater lighting, stage equipment and 
electro-mechanicals: George С. Izenour. 
Rotary Rising Stages installed by 

Stanley Elevator Company, Nashua, N. H. 


Hydraulic Stage Lifts built by Rotary 


ғыл massive stage sections which travel vertically 
on smooth, quiet hydraulic plungers are the key 
to the most flexible theater yet built. 


Harvard’s new Loeb Drama Center, the product of the 
imaginative design of Architect Hugh Stubbins, is three 
theaters in one. Engineered by George C. Izenour, the- 
atrical design engineer, the four stages can be raised and 
lowered by pushbutton control to produce three different 
seating arrangements and a number of different stage 
effects, as desired for various performances. 


BUILT BY ROTARY—The Rising Stages were designed 
and built by Rotary Lift to the architects’ and engineers’ 
specifications. In the revolutionary plan for the Loeb 
Drama Center they are used in combination with moy- 
able seat sections and pre-set lighting and rigging systems. 


Operating like hydraulic elevators, the Rotary Rising 
Stages move quietly, safely, without vibration. Two pow- 
erful hydraulic plungers assure ample support for the 
tremendous weight of each section. A unique equalizing 


system keeps each pair of jacks level at all times. Rotary’s 
Oildraulic Controller, developed for elevator service, 
insures smooth transmission of fluid power from the 
efficient pumping units, and complete control over ver- 
tical travel. 


STAGE LIFT EXPERIENCE—Rotary Lift was chosen for 
this challenging job because of its leadership in the 
manufacture of hydraulic lifting devices . . . modern pas- 
senger and freight elevators, industrial lifting equipment 
and Rising Stages for many entertainment centers 
throughout the country. Among Rotary’s other Rising 
Stage installations are those at the Stardust Hotel in Las 
Vegas, Dallas Memorial Auditorium, McCormick Place 
Exposition Center in Chicago, Charlotte, N. C., Audito- 
rium-Coliseum and the University of California. 


The experience of Rotary engineers in this type of work 
is unequaled in this country, and can be most helpful to 
you on similar projects. See our catalog on Rising Stages 
in Sweet’s Architectural File 23g/Ro or mail coupon be- 
low for more information, 


очо Oildraulic’ Elevating Equipment 


RISING STAGES » PASSENGER AND FREIGHT ELEVATORS 
INDUSTRIAL LIFTING EQUIPMENT 
ee E ee eon —4 
Dover Corporation 


Rotary Lift Division 
1002 Kentucky, Memphis 2, Tenn. 


Please send information on Rotary Rising Stages to: 


Name 


Company 


Address 


DOVER CORPORATION 
ROTARY LIFT DIVISION 
Memphis, Tenn., Chatham, Ontario 


Lf T3 This diagram shows arrangement of 
acm в LIFT А-2 the four Rotary Rising Stages іп the Loeb 
an da E = 22000 LBS: Drama Center with pivoting seat sections 
e ар PACITY Lt FT in position. “А” and “В” Lifts have 
— М LT travel of 7’ each. The “C” Lift travels 
14'-7" and serves basement as well 
as intermediate landing and ground floor. 


LIFT-C 
24,000 LBS. CAPACITY 


PERMANENT STAGE 


In conventional proscenium type auditorium, For Elizabethan staging, front seat sections split Theater-in-the-round brings into use all four 
seven rows of seats nearest stage rest on “А” in middle and are pivoted 90? (note wheel tracks) lifts (shown here at different levels to demon- 
and “В” Lifts. These seats are mounted on so that “В” and “С” Lifts can be raised to create strate flexibility) and front seat sections are 
platforms which move on aviation type wheels. apron stage projecting into audience area. swiveled 180? from their original position. 


Hydraulic jacks which move 
and support the stage sections 
are shown here. There are two 
jacks per section, equalized by 
a cable-and-strut system which 
insures perfectly level surface 
at any point of travel. Each 
lift has its own Rotary Oil- 
draulic electric pumping unit, 
controled through Mr. Ize- 
nours analogue console to 
permit interlocking and oper- 
ational flexibility. 


Photos by Clemens Kalischer 
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Architectural Engineering 


APARTMENT BUILDING AIR CONDITIONING 
by Alfred Greenberg, P.E. 


A discussion of how central systems affect apartment 
layout and mechanical space requirements is followed by 
three case histories that illustrate several approaches 
to system design 


COMPOSITE CONSTRUCTION BEEFS UP OLD FLOORS 
A new composite slab over existing girders increases 
floor load capacity in a remodeled school 


AIR CONDITIONING “ОМ ТАР” DOWNTOWN 
Hartford’s redevelopment program includes a utility- 
operated central air conditioning system—the first to 
supply cooling as well as heating to downtown buildings 


Cover: 

LIGHTING CREATES NEW NIGHTSCAPE FOR SHOPPERS 22 Plan showing roof terraces and courts of the Yale 
A pedestrian shopping mall in Miami Beach offers new Married Student Dormitory project by Paul Rudolph 
pointers for moving architectural lighting out of doors 

BUILDING COMPONENTS 29 Advertising Index 352 
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PERSONNEL DENSITY: A NEW MEASURE OF CONSTRUCTION costs 155 How to 
keep costs under control and explain them to clients 


PLANT DESIGNED FOR NEW PRODUCTS, NEW METHODS 159 Fuller Brush layout 
permits efficient production line alterations or expansion 


TWO LIBRARIES BY CARL KOCH 163% 167 A small public library and a smaller public branch library 


OFFICE BUILDING WITH SWIMMING POOL 169 Domestic scale and amenities 
give protective coloration to offices in a residential neighborhood 


PARKING NEEDS, MACHINE ACCOUNTING DETERMINE BANK DESIGN 173 Wimberly & Cook 
transform erstwhile garden supply building into branch bank for Honolulu 


AIR TICKET OFFICE EXPLOITS SITE 175 Air France headquarters in San Francisco 
enlarge apparent size by making view of Union Square part of the room 


OFFICES GROUPED AROUND A COURT 176 Small office building in Phoenix 
reflects the Southwest in its courtyard plan, its adobe-like finish 


DEBATING THE FDR MEMORIAL 177 With prolonged public discussion of the competition results in prospect, 
John Ely Burchard considers what matters are relevant (and irrelevant) to it 


A LOT OF HOUSE FOR A LOW BUDGET 183 William Kessler gets maximum space for $30,000 including lot 


JAPANESE IDIOMS ARE ADAPTED FOR A PRACTICAL HOUSE 187 
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SOME SUGGESTIONS FOR URBAN HOUSING 191 Gyo Obata and George Hagee present some ideas for the 
bettering of housing design, illustrated by four examples from the Hellmuth, Obata & Kassabaum office 


BACK BAY CENTER HALL 200 For this Boston high-rise, Hugh Stubbins gives the 
apartment building an interesting, three-dimensional, Beacon Street twist 


SUBURBAN TOWN HOUSES 203 Small scale rental units that make good architectural 
and financial sense in a strictly residential atmosphere 


DOWN UNDER HIGH RISE 204 An unusual exterior gallery pattern results from 
Architect Seidler’s answer to legal exit requirements for a 10-story block 


HOUSING FOR BOTH YOUNG AND AGED 206 Cerny’s 10-acre Minneapolis redevelopment 
provides 192 pleasant, economical units for a balanced community 


LUXURY SUITES ОМ А SLOPING SITE 208 Atlanta apartments by Richard Aeck 
designed to provide the convenience of a well-planned house 


8 FOREIGN APARTMENTS 209 А selected group of significant designs from abroad, 
presented through the courtesy of L’ Architecture d'Aujourd'hui 


ARCHITECTURAL RECORD March 1961 5 


Coming in the Record 


JAPAN’S NEW ARCHITECTURAL GENERATION 


Continuing his peripatetic critical journeying for the RECORD, John Bur- 
chard writes a long and provocative essay embodying the architectural 
observations of his recent trip to Japan. There are new stirrings in Japanese 
architectural circles, and next month’s article will be illustrated with some 
of the significant architectural results to date. 


BUILDING TYPES STUDY: SPECIAL SCHOOLS 


The special problems of special kinds of schools make the theme for this 
study; and the architects of nine different types of schools have contributed 
their testimony as to the problems involved and their own solutions. The 
schools involved will, of course, be shown — a state correctional school, 
a day care center for the underprivileged, a school for the gifted, one for the 
deaf, another for mentally retarded children, one for handicapped children 
and three for various religious denominations. 


ON EDUCATING THE COMPLETE ARCHITECT 


An important contribution to the “Image of the Architect" series is made 
in an article by Richard Llewellyn Davies, who has recently gone from his 
years of research at England’s Nuffield Foundation to the headship of the 
Bartlett School of Architecture at University College, London. Professor 
Davies argues that patterns of architectural education must be revised to 
enable it to prepare today’s architects for today’s responsibilities: with 
decent attention to the science as well as the art of architecture. 
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DISTRIBUTED MASONRY WALL REINFORCEMENT 


Wherever you build with block 
Dur-o-wal is available 


Fancy claims aside, this is the sig- 
nificant fact about Dur-o-wal: It is 
more widely wanted than any other 
type of masonry wall reinforcement. 

Consequently, Dur-o-wal is more 
widely distributed —the only nation- 
ally distributed brand. Eight stra- 
tegically located Dur-o-wal factories 
serve more than 8000 dealers who in 
turn serve every part of the United 
States. Wherever you build a ma- 


sonry wall, you can get Dur-o-wal! 

All this, of course, because 
Dur-o-wal— with its trussed design, 
butt-welded construction, scientifi- 
cally deformed rods — obviously does 
the job. Standard Dur-o-wal used 
every second course adds 71 per cent 
flexural strength to a masonry wall. 
Get test facts from any of the 
Dur-o-wal locations below. See us 
in Sweet's Catalog. 
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Two engineered products that meet a need. 
Dur-o-wal reinforcement, shown above, and Rapid 
Control Joint, below. Weatherproof neoprene 
flanges on the latter flex with the joint, simplify 
the caulking problem. 


Dum-O-wAL 
Masonry Wall Reinforcement and Rapid Control Joint 


RIGID BACKBONE OF STEEL FOR EVERY MASONRY WALL 


DUR-0-WAL MANUFACTURING PLANTS 
е Dur-0-waL Div., Cedar Rapids Block Co., CEDAR RAPIDS, IA. e Dur-O-waL of IIl., 260 S. Highland Ave., AURORA, ILL. 
e Dur-O-waL Prod., Inc., Box 628, SYRACUSE, М. Y. е Dur-O-waL Prod. of Ala., Inc., Box 5446, BIRMINGHAM, ALA. 
e Dur-0-waL Div., Frontier Mfg. Co., Box 49, PHOENIX, ARIZ. ө Dur-O-wal of Colorado, 29th and Court St., PUEBLO, COLO. 
е Dur-O-waL Prod., Inc., 4500 E. Lombard St., BALTIMORE, MD ө Dur-O-waL Inc., 1678 Norwood Ave., TOLEDO, OHIO 
e Dur-O-waL Ltd., 352 Mac Nab St. North, Postal Station B, HAMILTON, ONTARIO, CANADA 
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20° х 36’ Kalwall Translucent Skyroof brightens lounge area at University of South Florida. Architects: 
Robert M. Little, FAIA and Associates; Guy C. Fulton, АТА. Contractors: W. Н. Cooper Construction Co. Inc. 


Casting new light ( daylight ) 
on interior design... 
Kalwall translucent Skyroofs 


You can let soft, shadowless daylight into the deepest interior — with Kalwall 
Translucent Skyroofs. Kalwall transmits diffused, natural light without glare or 
“hot spots” — offers you these other advantages, as well: 

Lightweight (1.5 lbs./sq ft) — Structural strength — Shatterproof — W eather- 
tight — Easily Cleaned — Excellent Insulator (best of any light-transmitting 
material). Available in Kalwall Skyroof panels, or in preassembled, ready-to- 
install skylight units. Variety of colors and patterns. 


Write for details on this remarkable new basic building material. 


KALWALL CORPORATION 


Dept. B-31, 43 Union Street, Manchester, N. H. 


Kalwall Skyroof is weather-tight, unobtrusive 


Behind the Record 


“А Precise Language of Visual 


Communication" 


As one who follows, with deep con- 
viction, the star labeled “Communi- 
cation," this observer has been known 
to speak out, sometimes gratuitously, 
in favor of more attention to this 
necessity of our world. I boggle, how- 
ever, at one recent push in the gen- 
eral direction of communication. 

It came from a release issued by 
Southern Illinois University, dealing 
with that new institution's design 
program: 

“McHale (London ‘visual designer 
and critic’) whose primary concern 
is communication, cultural attitudes 
and ‘understanding’ among people 
all over the earth, has made his sen- 
ior and graduate level students de- 
sign three-dimensional constructions 
whose purpose is to present them- 
selves—the real ‘me’—in any terms 
they choose. The object, he says, is to 
‘make them engage their most com- 
plex selves, to give them a new 
awareness of their own identities. 
All designers need a true sense of 
self in order to understand others.’ 
Understanding the peoples and cul- 
tures of other lands, he says, has be- 
come an urgent necessity for the 
complete designer, whose chief con- 
cern is with humanity and its uni- 
versal requirements.” 

One student’s visual production 
described a kiss in medical terms with 
the use of culture-laden petri dishes. 
Understands humanity, that boy. 

Another summed up his self with 
a four-section pyramid whose vari- 
ous facets depicted stages of his life 
and mental development with photos 
and montages. Best communication 
device I can think of at this point is 
the cockney expression ‘‘Coo!” 

“After the self-identification proj- 


ect,” continues the release, “McHale 
challenged the students to take any 
object or act and run it through a 
descriptive process involving five dif- 
ferent disciplines. The five might be 
medicine, music, sociology, mathe- 
matics and geography.” 

Would you just run that one 
through again for us, professor; 
something wrong with the communi- 
cation, perhaps at this end. 

But the communicative effort goes 
on, turning finally to methodology, if 
that is the word I want: 

*McHale's final assignment will be 
a two-week long survey of mass com- 
munication, a re-appraisal of Ameri- 
can television, magazines, newspa- 
pers, and other media ‘as though it 
were a part of an alien culture.’ The 
students will also comb foreign publi- 
cations, particularly Russian ones, to 
try and find out how certain kinds of 
images are used in different cultures. 
McHale believes modern culture is 
carried in many channels outside the 
traditional ones of fine arts, litera- 
ture and so on. To span the thorny 
barriers of languages, he says, “we 
must study the vast proliferation of 
new images—comic strips, popular 
entertainment heroes, and anything 
else that will give us clues for ways 
of building a precise language of vis- 
ual communication." 

Two weeks? Don't strain your- 
selves, fellows, in another year they'll 
have a computer that will do it for 
you in 45 minutes. 

A precise language of visual com- 
munication? The world is waiting, 
lads, and the objective is worth more 
than two weeks. And ГЇЇ be ready 
to applaud any visible visual prog- 
ress. Emerson Goble 
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Speaking of Architecture 


PIETRO BELLUSCHI INTERVIEWED BY 
ARCHITECTURAL STUDENT JONATHAN BARNETT 


A serious architect is not searching for style but searching for answers. . . . 
Variety does not need to be confusion. . 
. . Style will come when society itself 


the modern age is teamwork. . 


. . The great tool of 


will have acquired spiritual greatness. . . . 


Dean Belluschi, I wonder if you could 
begin by telling me a bit about how 
your architectural practice is organ- 
ized. 

My architectural practice is some- 
thing that is very much my own, and 
I’m not sure that I would recommend 
it to anyone else. I suppose that I 
am most at home in the world of 
ideas. Although I was in active prac- 
tice on the West Coast for 26 years, 
my chief interest is in discovering so- 
lutions to architectural problems. I 
am not so good at going out to the 
site and saying that this is wrong 
and that should be thus and so. To- 
day I am a consultant, working with 
a number of architects on a great va- 
riety of different problems. 


Do you feel that each building that 
you work on should be approached 
within its own frame of reference, 
or do you find a particular set of 
principles consistently applied will 
always produce the right answer? 
The central point is to synthesize the 
many elements of the problem until 
you have a chemical crystal form 
that is typical for that solution. 

Although methods of approach 
may be similar, I don’t believe that 
the results will be uniform. After all, 
the individual is what he is. 


Then you do not look to modern ar- 
chitecture for a uniform set of solu- 
tions that would form the basis of 
an architectural style? 
To search for style is a foolish thing; 
a serious architect is not searching 
for style but searching for answers. 

I am in complete disagreement 
with people like Philip Johnson who 
believe that the choice of form comes 
first. 

Style is the result of searching 
very honestly for good answers. Of 


course they must have а spiritual 
content. That is a most important 
part of the question to be answered. 
But you cannot impose a form a pri- 
ori, and you cannot be arbitrary 
about it. 

Architecture must not be a search 
similar to that which produced auto- 
mobile fins, jukeboxes or sculptural 
knickknacks. 


If there cannot be stylistic uniform- 
ity, the relationship of one building 
to another must become the con- 
scious concern of the architect. 

I would certainly accept that con- 
clusion. We are a pluralistic society. 
It is necessary to start from the 
back yard, as it were, by seeing what 
goes on around you. You bring a cer- 
tain amount of variety to your ap- 
proach in order to interpret the 
many aspects of today’s society. Va- 
riety does not need to be confusion. 
There are various conditions of 
building just as there are different 
conditions of climate and soil. You 
wouldn’t find a palm tree in the pine 
country. 


Do you think that historical prece- 
dent in a particular building type 
is one of the conditions to be taken 
into account? 
I believe that there is a continuity 
in human affairs. Sometimes one may 
jump too many at a time, as in a 
revolution, and break a leg. At other 
times we go along more smoothly. 
There is always some precedent 
which may serve as a guide line. We 
cannot really create without know- 
ing the past. The trouble with the 
nineteenth century was that it was 
overly preoccupied with the past. 


With the superficial aspects of the 
past, at least. 
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That is still true today. Too many 
architects are preoccupied with the 
superficial aspects of things. 


I noticed that in your introduction 
to the exhibition called The Form 
Givers you warned against merely 
transferring our attention from the 
historic styles to the more recent 
past. 

Mies has long been searching for 
significant forms, and he is always 
consistent and never superficial. Oth- 
ers are fashion seekers. A fancy new 
package will draw attention . . . but 
then one can throw away a package 
but not a building. 

Our age is not a disciplined one. 
There is of course danger in a disci- 
pline that is imposed from with- 
out. But I believe that a true sense 
of discipline will in the end prove 
the solution and keep us from going 
in all directions at once. 


How does one go about teaching ar- 
chitects, or architectural students, a 
sense of discipline? 

Maybe Mies has a point: the archi- 
tect should be trained in precise 
thinking, and let the imagination be 
subordinated to this process, at least 
at the early stages. The student 
definitely should not be allowed to 
start with the form without a logic 
to back it. 

I don’t want to be quoted as say- 
ing that form follows function. That 
is not only corny, but too easy a 
thing to say. Let us say that the stu- 
dent should learn to produce a defen- 
sible design, one that can be ex- 
plained and understood in precise 
and logical terms, then he will have 
the conditions from which his esthet- 
ics will emerge. In a mature architect 
all these phases are simultaneous 
and indivisible. 

continued on page 347 


Copper batten seam roofing оп the new Senate Office Building, Washington, D. C. 


| ! a | 


New Senate Office Building has 
copper roofing for enduring protection 


Approximately 75,000 pounds of Anaconda copper were 
used for the batten seam portion of the roof and the 
deep, boxed concealed gutter on the new Senate Office 
Building. In the nation’s capital and in cities through- 
out the country, copper roofs are establishing records 
of long service and low maintenance costs. 


A 


The roof was fabricated and erected by the Overly Manufactur- 
ing Company, Greensburg, Pa. A modified “Overly” batten was 
formed from copper strip. Roofing sheets were formed from 
20-ounce cold-rolled copper. Architect of the Capitol, J. G. 
Stewart. Architects: Eggers and Higgins, New York City. General 
Contractor: George Hyman Construction Co,, Washington, D.C. 


A realistic comparison of roofing costs requires the 
inclusion of two important factors—estimated mainte- 
nance costs over the years, and estimated serviceable 
life of the roofing material. Copper has proved its 
economy. Performance records covering many years of 
service show that expected long life and minimum up- 
keep are based on fact, not guesswork. Here is an 
example: 

When the 47-year-old Grand Central Terminal Build- 
ing was razed recently to make way for the huge new 
Pan-American Building, more than 150 tons of sheet 
copper were removed from the roof. The copper was 
still sound and beautifully colored by nature's patina. 
It is also worthy of note that the scrap value of the re- 
moved metal was considerably higher than the price for 
ingot copper prevailing when the roof was installed 
in 1913. 

FOR MORE INFORMATION on Anaconda Sheet Copper for 
building construction, see your Sweet’s File or write 
for Publication C3-SA. Also, if you do not have your 
copy, ask for our “Modern Sheet Copper Practices,” 
109 pages of drawings, specifications, and general in- 
formation. Address: Anaconda American Brass Com- 
pany, Waterbury 20, Conn. бі 


® 


SHEET COPPER 


FOR BUILDING CONSTRUCTION 


Anaconda American Brass Company 
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Buildings in the News 


HONOR AWARDS 


Baltazar Korab 
ro 


Fernando Rivera Elementary School, Daly City, California. 
Architects: Mario J. Ciampi, Paul Reiter, Associate. 
Engineers: Structural—Isadore Thompson; 
Mechanical—Dan Vandament & Associates; 
Electrical—Harold Wright. Sculpture: Leonard Stanley. 
Owner: Jefferson Elementary School District. 
Contractor: Midstate Construction Company 


Reynolds Metals Regional Sales Office Building, 

Detroit, Michigan. Architect: Minoru Yamasaki. 
Engineers: Structural—Ammann & Whitney; Mechanical— 
Cass S. Wadowski; Electrical—Henry J. Guthard. 
Landscape Architect: Eichstedt-Johnson Associates. 

Owner: Reynolds Metals Company. 

Contractor: Darin & Armstrong Company 


А.А. ANNUAL AWARDS HONOR 18 


For the 13th consecutive year, the 
American Institute of Architects has 
singled out for honors recently com- 
pleted buildings in the annual Honor 
Awards Program. This year seven 
buildings received the top Honor 
Awards. They are shown on these 
pages. The Jury said they “went far 
beyond mere competence апа 
achieved true significance." 

In addition to the Honor Awards, 
the jury selected eleven Awards of 
Merit. Photographs of these build- 
ings are shown on the following 
pages. 

Chairman of the all-architect jury 
was Morris Ketchum, Jr., F.A.LA. 
of New York. Serving with him 
were Fred Bassetti of Seattle; Rich- 
ard D. Butterfield, West Hartford, 
Conn.; Arthur 0. Davis, Е.А.Т.А. of 


New Orleans and William L. Pe- 
reira, F.A.I.A. of Los Angeles. 

Two hundred and seventy submis- 
sions were received from every re- 
gion of the United States including 
Hawaii. Represented was almost ev- 
ery building type—residences, apart- 
ments, restaurants, recreation build- 
ings, churches, schools, colleges, mu- 
seums, stores and shopping centers, 
office buildings, industrial buildings, 
governmental buildings and large ur- 
ban renewal housing projects. The 
Jury “was well pleased with the over- 
all quality of the entries." 

“Today’s architecture, after a hun- 
dred years of progress, is still vigor- 
ously explaining new materials, new 
structural methods and esthetic solu- 
tions in every field of building," their 
report added. “The Jury hopes and 
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believes that the projects selected for 
awards exemplify some of the best 
results of this imaginative process 
towards architectural maturity.” 
Certificates will be presented to the 
architects and owners of all awarded 
buildings at an Awards Luncheon 
during the A.I.A. Annual Convention 
in Philadelphia on April 26, and also 
plaques for awarded buildings. 
Established to encourage the ap- 
preciation of excellence in architec- 
ture and to afford recognition of ex- 
ceptional merit in recently completed 
buildings, the A.I.A. Honor Awards 
Program is open to any registered 
architect practicing professionally in 
the United States. Buildings entered, 
which may be anywhere in the United 
States or abroad, must have been 
completed within the past five years. 


George Holton 


gt A 


Ta 


Nuclear Reactor, Rehovot, Israel. Architect: 
Philip Johnson. Engineer: Lev Zetlin. Landscape Architect: 
Lawrence Halprin. Owner: Government of Israel 


Shrine, New Harmony, Indiana. Architect: Philip 
Johnson. Engineer: Wilcox and Erickson. Owner: Robert 
Lee Blaffer Trust. Contractor: Traylor Bros., Inc. 


Baltazar Korab 


i есі. mi E 3i Ms TE Sep 5 и $ желі.) 
Summer House, Northville, Michigan. Architects: 
Birkerts & Straub. Owner: Mr. and Mrs. Alan Schwartz. 


Contractor: William Gruenwald 


United States Embassy, New Delhi, India. Architect: Edward 
Durell Stone. Engineer: Peter W. Bruder. Owner: U.S. Gov- 
ernment (State Department). Contractor: Sardar Mohan Sigh 


Ezra Stoller 


Pepsi-Cola World Headquarters, New York. 

Architects: Skidmore, Owings & Merrill. Engineers: 
Structural—Severud-Elstad-Krueger Associates; 
Accoustical—Bolt Beranek & Newman; Mechanical—Slocum 
and Fuller. Landscape Architect: Skidmore, Owings & 
Merrill. Owner: Pepsi Cola Company. 

Contractor: George A. Fuller Company 


MERIT AWARDS 


continued 


Maris-Ezra Stoller Assoc. 


ANNUAL А.А. 
HONOR AWARDS 


PROGRAM i 

t 

© 

к 

E] 
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The Unitarian Church, Chapel, Moline Public Hospital, 
Concord, New Hampshire. Moline, Illinois. 
Architects: Hugh Stubbins and Associates. Architects: Henry Hill and John W. Kr 
Owner: The Second Congregational Associate. Structural Engineer: Isadore 
Society (Unitarian). Thompson. Owner: Moline Publie Hospit 
Contractor: A. Taylor Corporation Contractor: Ericson Construction Compa 


Morley Baer 


Office & Warehouse, The Coppertone Corporation, 

Miami, Florida. 

Architects: Weed-Johnson-Associates. Owner: Plough, Inc. 
Contractor: Edward J. Gerrits, Inc. 


Dandeiet Photogr« 


Crown Zellerbach Building, San Francisco, 
California. Architects: Hertzka & Knowles 

and Skidmore, Owings & Merrill, Associated 
Architects. Structural Engineer: H. J. Brunnier. 
Owner: New York Life Insurance Company. 
Contractor: Haas and Haynie 


Marin Bay Display Pavilion, San Rafael, California. 
Architects: Bay Group Associates: Daniel H. Bushnell, Lun 
Chan, Ichiro Sasaki, Camiel Van De Weghe. Engineer: 
Structural—Chin & Hensolt. Landscape Architect: Eckbo, 
Dean & Williams. Developer, Builder: Latipac-Perini Company 
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Marvin Rand 


Jffice Building for a Development Firm, 

uong Beach, California. 

Architects: Killingsworth Brady Smith and 
Associates. Owner: Cambridge Investments, 
(пс. Contractor: John Halas. 

Decorator: John Nicholson for Frank Brothers 


Guy Burgess 


Denver Hilton Hotel, Denver, Colorado. 
Architects: I. M. Pei & Associates. Engineers: 
Structural—Weiskopf & Pickworth; 
Mechanical—Jaros, Baum & Bolles. 

Developer: Webb & Knapp, Inc. 

Contractor: Webb & Knapp Construction Company 


Willow Creek Apartments, Palo Alto, California. 
Architects: John Carl Warnecke and Associates. 
Landscape Architect: Lawrence Halprin. Owner: Willow 
Creek Corporation. Contractor: Howard J. White, Inc. 


Larry Frost 


Ivory Tower Restaurant, Santa Monica, California. 
Architects: Richard Dorman & Associates. 
Structural Engineer: Albert E. Erkel & Associates. 
Landscape Architect: Richard L. Dorman. 
Owner: Leon Becker. Contractor: Jack MacDonald 


Frank Lotz Miller 


Residence for Dr. Henry G. Simon, New Orleans, Louisiana. 
Architects: Charles R. Colbert of 
Colbert-Lowrey-Hess-Boudreaux. Owner: Dr. Henry G. Simon. 
Contractor: Goodyear, Ine. 


Architects: Victor Christ-Janer and Associates. 

Engineers: Structural—Henry A. Pfisterer; Mechanical and 
Electrical—F red S. Dubin Associates. Owner: Lake Erie 
College. Contractor: George E. Payne Construction Company 
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Only MEDUSA Offers 


PORTLAND CEMENTS 


To meet exacting requirements for 
every concrete and mortar design. 


Whether your design calls for gray, white or tinted, 
plain or waterproofed concrete or concrete units; white 
or colored mortar to harmonize with certain brick, block, 
or stone, each use is best met by specifying one of the 
eleven Medusa Portland Cements listed at the right. 


Medusa manufactures more different types of special 
cements than any other cement manufacturer. An under- 
standing of these cements and their uses enables you to 
make specifications that assure beautiful, reliable con- 
crete and masonry. Write today for АЛ.А. Literature 
including specifications for any of these Medusa Portland 
Cements. 


Gray 

White 

Waterproofed Gray 
Waterproofed White 

Gray Air-Entraining 

White Air-Entraining 

High Early Strength 

StoneseT White Masonry Cement 
BrikseT Gray Masonry Cement 
White Tile Grout Cement 
White Dry Wall Grout Cement 


Also Waterproofing Powder and Paste 


HENRY FORD HOSPITAL GARAGE, Detroit, Michigan 
Architect: Albert Kahn Associates, Inc., Detroit, Mich. 
Gen. Contractor: Darin & Armstrong, Inc., Detroit, Mich. 
Sub Contractor: The Truscon Div. of Devoe & Raynolds 
(pre-cast units) Detroit, Mich. 


Era 


Over 65 years of Concrete progress 


MEDUSA PORTLAND CEMENT COMPANY 


Р. О. Вох 5668 • Cleveland 1, Ohio 


Architect: Weiler-Strang & Associates, Madison, Wisc. 
Genl. Contractor: Kemper & Krueger, Freeport;-Hi--—- 
Sub.-Contractor* Vernon Marsh, Freeport, ІІІ: 
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Aluminum eyelids. 
Olin Aluminum’s answer to a building that had the sun in its eyes. 
These giant aluminum louvers, designed by creative architects, func- 
tion as movable solar screens, electronically or manually controlled. 
Their use increases the efficiency of air conditioning systems, while 
serving as a prime example of the blending of design and function. 


Working with your staff, Olin’s engineering and design personnel can 
assure you of having the precise aluminum alloy to best fill your needs. 


Vlin 
ALUMINUM & 


400 PARK AVE., NEW YORK 22, NEW YORK 


Construction Cost Indexes 


Presented by Clyde Shute, Director of Statistical Policy, Construction News Div., F. W. Dodge Corp., from data compiled by E. H. Boeckh & Assoc. Inc. 


Labor and Materials: U.S. average 1926-1929—100 
NEW YORK 


ATLANTA 


APTS., HOTELS, COMMERCIAL AND APTS., HOTELS, | COMMERCIAL AND 


RESIDENTIAL OFFICE BLDGS. FACTORY BLDGS. RESIDENTIAL OFFICE BLDGS. FACTORY BLDGS. 
Brick Brick Brick Brick Brick Brick 
and and and and and and 
PERIOD Brick Frame Concrete Concrete Steel Brick Frame Concrete Concrete Steel 
1930 127.0 1267 | ыл | 1280 1588) зл б? | ЫЗ | 86] 6 
1935 93.8 91.3 104.7 108.5 105.5 72.3 67.9 84.0 87.1 85.1 
1939 123.5 122.4 130.7 133.4 130.1 86.3 83.1 95.1 97.4 94.7 
1948 250.1 251.6 239.4 242.2 235.6 199.2 202.5 178.8 178.8 178.8 
1949 243.7 240.8 242.8 246.6 240.0 189.3 189.9 180.6 180.8 177.5 
1950 256.2 254.5 249.5 251.5 248.0 194.3 196.2 185.4 183.7 185.0 
1951 77082 IS | 24847 | 2749 2718 | 028 2146 | 0242 | 202,8 205.0 
1952 278.2 was | wis. | 52 283 | Se 210 |" AMA |9 с 243 
1953 281.3 772 | 240 | 2940 2820. | 2230 244 | ала ои 250 
1954 285.0 2782 | 2930 | 3006 2954 | 2196 219.1 | 2335 | 2252 2254 
1 1955 | 2931 2860 | 200 | 3083 3024 | 2253 2251 | 2290 | 2315 2318 
1956 310.8 302.2 320.1 328.6 324.5 237.2 235.7 241.7 244.4 246.4 
| (8 | 385 3083 | 391 | 3452 33938 | 242 2390 | 247 |291 2М7 
| 198 | 3280 23151 | 23486 | 3654 3573 | 2439 2398 | 2557 | 2619 262.0 
jee. | 547 NO | ы? |4 — 541. | 2282. 207 | Seat | m2) эл. 
^ Оа. 1960 | 3536 3385 | 3805 | 3991 3809 | 2600 2531 | 2769 | 2854 2791 | 
| Nov 1960 | 3540 3389 | 3810 | 3995 .3813 | 2598 2529 | 2766 | 2852 278.9 
| Dec 1960 | 3540 3389 | 9810 | 3995 3813 | 2598 2529 | 2766 | 2852 2789 
96 increase over 1939 96 increase over 1939 
Dec. 1960 186.6 176.9 191.5 199.5 193.1 201.0 204.3 | 190.8 | 192.8 194.5 
ST. LOUIS SAN FRANCISCO 


% increase over 1939 
187.1 


% increase over 1939 
. 1960 i | 173.5 | 


Cost comparisons, аз percentage 
differences, for any particular type of 


Then: costs in A are approximately 
16 per cent higher than in B. 


Cost comparisons cannot be made be- 
tween different types of construction 


construction, are possible between because the index numbers for each 
localities, or periods of time within 110-9095 _ 0.158 type relate to a different U. S. aver- 
the same city, by dividing the dif- 95 жыш age for 1926-29. 


ference between the two index num- 
bers by one of them; i.e.: 

index for city A = 110 

index for city B= 95 
(both indexes must be for the same 
type of construction). 


Conversely: costs in B are approxi- 
mately 14 per cent lower than in A. 


110—95 


110 ^" 0.136 
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Material prices and wage rates 
used in the current indexes make no 
allowance for payments in excess of 
published list prices, thus indexes 
reflect minimum costs and not neces- 
sarily actual costs. 


wwe 
mn 
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New Architectural Uses for Aluminum Grating 


Неге... new applications for aluminum grating . . . exacting installations where quality equal only to BORDEN'S 
will do: 


1 This shows BORDEN aluminum grating used in a system of drain trenches throughout Mellon Square Park, Pittsburgh, Pennsylvania. 
Architects: Mitchell and Ritchey, Pittsburgh, Pennsylvania 


2 BORDEN pressure-locked type grating, of gold-anodized aluminum, forms the facade of this dramatic new structure. The Congregation 
Beth El Synagogue, South Orange, New Jersey. 


Architects: Davis, Brody and Wisniewski, New York, New York 


3 BORDEN pressure-locked aluminum grating fabricated as foot scrapers for use at a school in East Orange, New Jersey. 
Architect: Emil A. Schmidlin, East Orange, New Jersey 


4 BORDEN pressure-locked aluminum grating used for maintainence-free fencing at J. L. Hudson's Northland Shopping Center, Detroit 
Michigan. 


Architect: Victor Gruen & Associates, Detroit, Michigan 


5 Sunshades of BORDEN pressure-locked aluminum grating permit passage of light and air while screening strong sunlight at the Lone Star 
Gas Company Office Building, Dallas, Texas. 


Architect: George L. Dahl, Dallas, Texas 


BORDEN METAL PRODUCTS CO. 


MAIN OFFICE: 822 GREEN LANE, ELIZABETH, NEW JERSEY е Elizabeth 2-6410 
PLANTS AT: LEEDS, ALABAMA; UNION, N. J.; CONROE, TEXAS; BEETON, ONTARIO, CANADA 
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Current Trends in Construction 


IN THIS SPACE last month, we guessed, on the basis of in- 
complete figures, that a sudden upsurge in construction con- 
tracts toward the end of the year put 1960 “very close to 
the record level of 1959.” The final figures confirmed this, 
and a little more: to everyone’s surprise, the 1960 total actu- 
ally exceeded 1959 by a hair. Historians will note that the 
phenomenal postwar rise in dollar volume of contracts re- 
mained unbroken; an increase every year from 1947 on. It 
seems well to repeat what we have said before: in this time 
of economic uncertainty, the construction outlook is the 
brightest spot in the picture. Construction is by far the na- 
tion’s largest fabricating industry, and it will be providing 
an upward push to business in general. 


NOT ALL parts of the industry will be booming. But apart- 
ments, subject of this month’s Building Types Study, prom- 
ise to furnish one of the more active sectors. Despite the 
general decline in residential contracts in 1960, multi-fam- 
ily buildings did very well indeed. The contracts for apart- 
ments in 1960 covered 231,783 dwelling units, by far the 
highest figure reached in the postwar period. (Earlier data 
are not comparable, but it is possible that a larger number 
of apartment units was built in the mid-1920’s, during the 
great multi-family building boom of that era. Not since 
then, however, have we seen anything like the 1960 activity.) 
In 1960, apartments accounted for nearly 21 per cent of all 
new dwelling units; this compares with 17 per cent in the 
two preceding years, and much smaller percentages in the 
years before that. The number of new apartment units in 
1960 was more than double the total reported as recently as 
1956. 


WHY SHOULD apartments be booming now? There are 
several reasons. One is that they have been relatively ne- 
glected for more than 30 years. For the first half of those 
thirty years, all housing fared poorly; and for the second 
half, the emphasis has been overwhelmingly on suburban 
single-family units. Some would argue that disillusionment 
with Suburbia has caused many families to look longingly 
on city life. Perhaps so; but more likely as an explanation 
is the changing age structure of the adult population. There 
has been rapid growth in the number of elderly persons 
whose space needs are less and whose desire to cope with 
lawn-mowing and snow-shoveling has diminished. For the 
next several years, the most rapid growth in our adult popu- 
lation will be among the elderly, and among young adults, in 
their twenties. Families in both these age groups are likely 
to need, want and be able to afford smaller units, which by 
their very nature are likely to exist as apartments, rather 
than as single family homes. 


GEORGE CLINE SMITH 
Vice president and chief economist 
F.W. Dodge Corporation 
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Three NEW BURKAY swimming pool heaters give you... 


CAPACITY AND PRICE 
TO FIT ANY SPECS 


4_ 


Smaller BURKA K uera dab fit font places— 
new finish protects against rust and corrosion 


Three new automatic gas-fired swim- 
ming pool heaters have been added to 
Burkay’s already wide line. They’re 
priced to meet any competition in 
ratings of 120,000... 160,000 .... and 
200,000 Btu/hr input. Now—more 
than ever—there’s a Burkay heater 
with the right capacity and price to 
fit any pool specifications. 


The three heaters—models 12F, 16F, 
and 21F—provide four other advan- 
tages for specifiers: 


е Smaller size—compact units easily fit small 
utility rooms, other tight places. 


е Center-aerated burner—the latest design— 
develops most efficient combustion to date. 


urkay 


Through research 6% ‚а belter way 
A 9 i 
e e 


C O R P O R A T I| O N 


PERMAGLAS DIVISION 
KANKAKEE, ILLINOIS * NEWARK, CALIFORNIA 
э о емин зиннаи ИТИИ 


* Extra-tough finish—baked enamel on a 
Bonderized undercoat—increases protection 
from rust and corrosion. 


е Modern styling—new jacket, two-tone green 
finish Improves appearance. 

The new heaters also incorporate 
traditional Burkay advantages: fully 
automatic operation . . . positive- 
action flow switch eliminating pres- 
sure-control...rust- and corrosion- 
resistant copper construction (all 
water ways are copper, brass or 
bronze)... unique, economical fin- 
and-tube heat exchanger . . . fast, 
easy deliming. 


For more information, return the 
coupon below. 


REDUCED SIZE of new Burkay heaters 
conserves mounting space. As little as 
42” high (including draft diverter) 18” 
in diameter, 


Kankakee, Illinois. 


Name 


FREE BOOKLET a 


A. О. SMITH CORPORATION 
Permaglas Division, Dept AR-361 


Please send me information on Burkay gas-fired water heaters 
and water heating systems for swimming pools. 


Firm 


Address. 


ero es, 


City 8 


Zone. State 
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Electrical Equipment By 


St. Louis County’s 
Newest Bank Building 


4 
=| 


en M 


та 


ау 


то г... | ee 

a \'‏ أا ]ا أ ا 
lL‏ 
اس تس اا ا 


ШЕ 

сюй 

БЕ... 

LIII au wA wm 


КЕ 


Rathert & Roth, St. Louis 


Van & Vierse, St. Louis 
Gamp Electric Co., St. Louis 


It is significant that for the beautiful 

Crestwood Bank Building, Frank Adam electrical 
equipment was selected—both proven symbols of 
integrity, dependability and safety. 


You too can insure that your clients, whatever 
the size and complexity of their projects, 

will also get the last word in reliable performance 
and safety by specifying—and insisting on— 
Frank Adam electrical equipment. 


From coast to coast, experienced engineering 


representatives are at your service to help on every 
problem of secondary power 
distribution and control. 


PRODUCERS" 


COUNCIL 


RANK SINCE 1891 Catalog 


in Sweet's 
DAM ELECTRIC COMPANY AMO, 
Р.О. BOX 357. MAIN P. O.- ST. LOUIS 66, МО и 
CIRCUIT BREAKER QUICKLAG CIRCUIT BREAKER 8 5 
busduct + panelboards * switchboards * service equipment А „ипи; 
DISTRIBUTION SWITCHBOARD PANELBOARD 2 pee %, S 
safety switches * load centers * Quikheter CT 
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A.LA. Lists 46 New Fellows 


Forty six members of the American 
Institute of Architects will be ad- 
vanced to Fellowship in the tradi- 
tional investiture ceremonies at this 
year’s national convention of the 
АЛ.А. in Philadelphia. The cere- 
mony will be held on Wednesday, 
April 26, at the Philadelphia Mu- 
seum of Art and will be followed by 
the President’s Reception. The 1961 


Fellows are as follows: 


Richard L. Aeck, Atlanta—Design. 

Arthur T. Brown, Tucson—Design. 

Franklin S. Bunch, Jacksonville—Service to 
the Institute and Public Service. 

Richard D. Butterfield, West Hartford, 
Conn.—Design. 

Arcangelo Cascieri, Lexington, Mass.—Edu- 
cation. 

Bartlett Cocke, San Antonio—Service to the 
Institute. 

Cornelius M. Deasy, Los Angeles—Service 
to the Institute. 

Thomas Е. Ellerbe, St. Paul— Design. 

Donn Emmons, San Francisco—Design and 
Service to the Institute. 

Carney Goldberg, Boston—Design. 

Bernard J. Grad, Newark, N.J.—Design 

Olindo Grossi, New York—Education. 

Victor D. Gruen, New York—Design and 
Public Service. 

Alonzo J. Harriman, Auburn, Maine—Serv- 
ice to the Institute. 

Robert Е. Hastings, Detroit, Mich.—Service 
to the Institute and Public Service. 

Richard J. Heidelberger, Hempstead, N.Y. 
—Service to the Institute. 

Charles F. Hummel, Boise, Idaho—Public 
Service. 

Edward D. James, Indianapolis—Service to 
the Institute. 

Sidney L. Katz, New York—Education. 

John L. King, San Francisco—Design and 
Public Service. 

Carl Koch, Cambridge, Mass.—Design and 
Science of Construction. 

Roland L. Linder, Denver—Service to the 
Institute. 

John P. Macelwane, Toledo—Public Service. 

William Mooser Sr., San Francisco—Service 
to the Institute. 

Samuel Z. Moskowitz, Wilkes-Barre, Pa.— 
Service to the Institute. 

Eliot F. Noyes, New Canaan, Conn.—Design 


Meetings and. Miscellany 


—Drawn for the Record by Alan Dunn 


“A nice try, but notice how it never got off the ground?" 


Richard W. E. Perrin, Milwaukee—Educa- 
tion and Public Service. 

Charles E. Peterson, Philadelphia—Educa- 
tion and Literature. 

George F. Pierce Jr., Houston—Service to 
the Institute. 

Frederic Н. Porter Sr., Cheyenne, Wyo.— 
Service to the Institute. 

Russell S. Potter, Cincinnati—Education. 

Beryl Price, Philadelphia—Service to the 
Institute. 

Ladislav L. Rado, New York—Design. 

Miss Eleanor Raymond, Boston—Design. 

Edwin T. Reeder, Miami—Public Service. 

Eberle M. Smith, Detroit—Design, Science of 
Construction, and Service to the Institute. 

Moreland G. Smith, Montgomery, Ala.—De- 
sign. 

Herbert H. Swinburne, Philadelphia—Serv- 
ice to the Institute. 

William B. Tabler, New York—Design. 

Thomas C. Vint, Washington, D.C.—Public 
Service. 

Joseph Watterson, Washington, D.C.—Lit- 
erature. 

Harry M. Weese, Chicago—Design. 

William B. Wiener, Shreveport, La.—Design. 

Leonard Wolf, Ames, lowa—Education. 

Worley K. Wong, San Francisco—Design. 

Philip N. Youtz, Ann Arbor, Mich.—Educa- 
tion, Literature, and Science of Construc- 
tion. 


Mies Awarded Kimbrough Medal 


Ludwig Mies van der Rohe has be- 
come the first architect to receive 
the J. Lloyd Kimbrough Medal, an 
honor conferred upon him by the 
American Institute of Steel Con- 
struction, Inc. for his "integrity of 
design and his dedication to the hon- 
est expression of structure." The 
award was made at the February 
meeting of the Chicago chapter of 
the American Institute of Archi- 
tects. 

The  A.LS.C. Committee on 
Awards stated that “he had done 
more to further public awareness 
and appreciation of the esthetic pos- 
sibilities of exposed structural steel 
than any other architect." 


Established in memory of the 
A.I.S.C.'s first president іп 1938, the 
Kimbrough Award is granted to an 
individual who has made an out- 
standing contribution to the struc- 
tural steel industry in the design or 
construction of structures in steel. 
In its 22-year history, the medal has 
been conferred on: Hon. Robert 
Moses, Commissioner of Parks for 
New York City in 1941; Dr. David 
B. Steinman, civil engineer and 
bridge designer, in 1957; and Gen. 
Lief J. Sverdrup, bridge engineer 
and builder, in 1959. 


Reynolds Award Jury Picked 


Members of the 1961 R. S. Reynolds 
Memorial Award jury have been an- 
nounced by Edmund R. Purves, Ex- 
ecutive Director of the American In- 
stitute of Architects, which adminis- 
ters the $25,000 annual international 
award for “a significant work of ar- 
chitecture, in the creation of which 
aluminum has been an important fac- 
tor." They are: Paul Thiry, F.A.1.A., 
Seattle; Minoru Yamasaki, A.I.A., 
winner of the A.I.A. First Honor 
Award in 1959, Birmingham, Mich.; 
Samuel T. Hurst, dean of Alabama 
Polytechnic Institute’s School of Ar- 
chitecture and the Arts, Auburn, 
Ala.; Hugh Stubbins Jr. F.A.ILA., 
Cambridge, Mass.; and Henrique E. 
Mindlin, Honorary F.A.I.A., archi- 
tectural editor of the magazine 
Brazil — Architecture Contempo- 
тағу”. The jury meets in Washington 
in early March. The Award will be 
presented during the A.I.A. conven- 
tion in Philadelphia, April 24-28. 

continued on page 39 
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LEVERETT HOUSE LIBRARY, HARVARD UNIVERSITY. Each pillar-supported roof section is 
surrounded by ribbons of daylight — evenly diffused, glare-free. This achieves airy openness 
above, naturally illuminated privacy below. Execution of this concept was made possible with 
Wasco custom-designed continuous triangular Skydomes — molded of acrylic, the shatter- 
proof, weathering plastic. Wasco welcomes other opportunities to combine daylighting with 
advanced architectural ideas. Write Custom Engineering Department, Wasco Products, Inc., 
5 Bay State Road, Cambridge 38, Mass. 


New indicator system pin 


Exclusive on the Versare Liquid Chiller 


points trouble spots 


Pilot lights greatly simplify normal maintenance. 
Just a glance tells if oil or evaporator pressures 
are too low, condenser pressure is too high, 
chilled-water temperature is too low, or if motor 
is overloaded. Other lights show whether cooling 
switch, crankcase heater, and liquid-line solenoid 
valve are on. The new Versare liquid chiller is 
built into a structural-steel base that protects vital 
parts... slips through 36" door openings... has 
capacities from 22 to 67 tons. Write for Bulletin 
3926: American-Standard Industrial Division, 
Detroit 32, Michigan. In Canada: American- 
Standard Products (Canada) Ltd., Toronto, Ontario. 


Amenican-Standard and Standard® are trademarks 
of American Radiator & Standard Sanitary Corporation 


American-Standard 


INDUSTRIAL DIVISION 
SALES OFFICES IN ALL PRINCIPAL CITIES 
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X A" FRAMING 
3/2x6'x 4' 
SPLINE 


LOCATION: Foremost Dairies, Seattle 
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new approaches to structural design with fir plywood 


THE GRACEFUL, repetitively curved roof of this 
loading dock translates an ancient architectural 
shape—the arch—into today’s idiom with mod- 
ern lightweight fir plywood components. 

The floating, airy profile is deceptive. Actu- 
ally, the roof has extremely high resistance to 
vertical loading. Construction went fast because 
of the large size of prefabricated plywood com- 
ponents, and in-place cost was substantially less 
than thin-shell concrete or a conventionally 
framed flat roof with the same span. 

Capitalizing on fir plywood’s high strength 
and workability, the vaulted roof system offers 
wide design flexibility through variations in 
radius, span and number of arches. The distinc- 
tive roofline is appearing on more and more 
schools, commercial buildings and homes. 


In this application, 12 bays, 20x40 ft., and Ф ® 
two half bays shelter 48 loading stations along Ф E 
a 260-ft. conveyor platform. Vault supports are = | oh 
beams and steel columns. Roof components E жұбы 
are 4x 13-ft. curved stressed skin fir plywood 4 TESTED 
panels, used in pairs (spline jointed at mid- % ШІЛ i n 
point of the vault) to form an arch with a х 5 
16-ft. radius and a 2/2 -. rise. „Ры 


For basic design data on fir plywood or in- ALWAYS SPECIFY BY 
formation about fir plywood components, write DFPA TRADEMARKS 
to Douglas Fir Plywood Association, Tacoma 
2, Washington. (Offer good USA only.) 
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Experimental Automatic 
Post Office Gets 


PROVED-IN-SERVICE 
Lighting with 
Standard Fixtures 


The ceiling fixtures in the lobby of this history-making 
edifice came right out of our new Litecontrol catalog. The 
"special" character of this equipment is that it delivers high 
intensity illumination without glare at a budget-controlling, 
in-stock cost. Your money can’t buy better. Yes, and as you 
can see, these fixtures are handsome too . . . they blend 
beautifully into this modern interior. 


The post office may be experimental but this Litecontrol 
lighting has been proved in service. Fixtures are 4 foot square, 
have eight 40 watt lamps and use Holophane No. 6025 
acrylic prismatic lenses. For commercial lighting that looks 
good in a ceiling and looks good in a budget — call on 
Litecontrol. 


j 


INSTALLATION: Experimental Mail Processing Plant and Post Office, 
Providence, R. |. 


ARCHITECT & ENGINEER: Charles A. Maguire & Associates — Abraham |, 
Israel — Providence, R 


ELECTRICAL CONTRACTOR: Brady Electric Co., Inc., Fall River, Mass. 
DISTRIBUTOR: Westinghouse Electric Supply Co., Providence, R. |. 


LITECONTROL DISTRICT SALES ENGINEER: Dallas G. Dearmin, 5 Hillcrest 
Avenue, Greenville, В. І. 


AREA SHOWN: Main Lobby 

CEILING HEIGHT: 10'-6" 

FIXTURE SPACING: 7' x 10^ 

FIXTURES: Litecontrol Nos. 4384RS-6025 and 9344RS-6025 (over counters) 
AVERAGE INTENSITY: Approximately 100 footcandles in service. 


ILI'ITTECC QN TIROIL 
CALM BACT 


KEEP UPKEEP DOWN 


LITECONTROL CORPORATION, 
36 Pleasant Street, Watertown 72, Massachusetts 


DESIGNERS, ENGINEERS AND MANUFACTURERS OF FLUORESCENT LIGHTING EQUIPMENT DISTRIBUTED ONLY THROUGH ACCREDITED WHOLESALERS 
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L THIS MAN 

IS APPLYING 

A MONOLITHIC 
ROOF IN ONE 
FAST OPERATION 


For 2 m Mo m Specific 

catalo s BA/FL in n Archite Pe ne má 
lido st p ы E 
Mat infor 
келш la Man ame e file. 


جر 
ТШ monoform .......‏ 


NEW CONSTRUCTION ІЗ ROOFING | BELOW. GRADE MEMBRANES 


PLAZA, NEW YORK 20, N.Y. * BOX 2218 TERMINAL ANNEX, LOS ANGELES 54, С 
' COMPANY Tu.s. PATENT APPLIED FOR 
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NOW FROM COPE... 


UNDERFLOOR DUCT 
FORMERLY DISTRIBUTED AS STANDARD CAPACITY 


S PA М G DOUBLE CAPACITY 
HEADERDUCT 


For Power e Telephone e Intercom Distribution Systems 


COPE STANDARD UNDERFLOOR DUCT for use in conventional slab construction in commercial buildings. Duct- 
work, junction boxes and conduit are installed over rough concrete ... covered with concrete and the finished floor. 


Formerly distributed as SPANG Underfloor Distribution Systems . . . now 
manufactured by COPE, for many years leaders in the field of supporting 
systems for power and control cables. The Cope line now includes THREE 
integrated underfloor duct systems . . . Standard, Double Capacity and Header- 
duct . . . to provide the most modern method of wiring distribution. New Cope 
Underfloor Duct Systems offer advantages never before possible for power, 
telephone and intercom wiring installations. 
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€ Advanced design and construction fea- 
tures simplify layout . . . speed installation 
. . . provide greater accessibility. 


€ Installation flexibility provides for 
present and future distribution needs. 


€ Galvanized welded steel straight sec- 
tions, cast elbows assure extra durability 
. . . lightweight aluminum alloy junction 
boxes are strong and easy to handle. 


€ Cope's safety coat anti-corrosive finish 
resists chemicals, humidity, salt spray 
and abrasion—its yellow color gives 
maximum visibility, preventing job-site 
accidents. 


€ Interchangeable parts permit integra- 
tion of all Cope systems to meet specific 
requirements . . . minimizes parts 
inventories. 


€ Service Fittings—floor pans, outlets, 
etc.—are newly designed for maximum 
utility and finest appearance . . . to com- 
plement modern building interiors. 


COPE UNDERFLOOR DUCT SYSTEMS ARE MANU- 
FACTURED BY THE ORIGINATORS OF THE FIRST 
INTEGRATED LINE OF CABLE SUPPORTING 


SYSTEMS. 


COPE 


COPE HEADERDUCT is specially designed for coordi- 
nation with cellular floor construction. ‘‘Headers” run- 
ning at right angles to the floor cells feed wiring into 
cells at all parts of the floor area. 


There’s a Cope underfloor duct system that will provide 
efficient, economical wiring distribution for your installa- 
tion. For details on the systems illustrated here, or for the 
name of the Cope representative in your area . . . write 
direct to T. J. Cope Division, Rome Cable Corporation, 
Collegeville, Pa. (Dept. O). Complete catalog information 
available free on request. 


COPE DOUBLE CAPACITY UNDERFLOOR DUCT is fur- 
nished 714" wide to provide greater wiring capacity. 
May be combined with Standard Duct to meet diverse 
distribution requirements throughout the building. 


DIVISION ROME CABLE CORPORATION e COLLEGEVILLE, PENNSYLVANIA 
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VA PORGILIDE 


Arkla-Servel proudly announces a design and engineering vehicle which: 

. Gives Уга more power without pistons or valves. 

. Provides lowest ownership cost... full 5-year warranty. 

.15 vibration-free ... never needs a tune-up. 

. Has double and triple normal life expectancy, because there 
are no moving parts to wear out. 

5. Won't lose capacity or jump operating costs with age, 

because it has no efficiency-robbing friction. 


RON = 


No, that's not a space age automobile...it's the Arkla-Servel Sun 
Valley All-Year gas air conditioner, as it compares to conventional electric 
central system air conditioners. 
Building this kind of satisfaction into your homes is the best way 
we know of assuring future sales and stopping profit-robbing recalls at 
the same time. 
If you find the comparisons above a bit hard to believe, we 
respectfully invite you to talk to your local gas company, or write 
Arkla Air Conditioning Corporation. 


IVIAGIC GAS an CONDITIONING 


ARKLA AIR CONDITIONING CORP • SHANNON BLDG. * LITTLE ROCK, ARK. 
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Architect: Mitchell & Ritchey 
General Contractor: George H. Chilli 
Glazing Contractor: Pittsburgh Plate Glass Company 


GLASS... 


WINS HONORS IN 
SCHOOLS OLD and NEW 


40,000 sq. ft. Smooth Rough 
MISCO Wire Glass glazed 
in skylights of Carnegie 
Institute and Library, Pitts- 


burgh, Pa. Architect: Chas, Architects favor extensive use of glass for school modernization or in new modern build- 
e ded pin Pg ings. New construction like Donner Hall, men’s dormitory at Carnegie Institute, employs 
, 5 ight Con- Г . А А А А А 
Le Overly mien. Mississippi Coolite, Heat Absorbing, Glare Reduced glass to brighten rooms with daylight 
turing Co., Greensburgh, Pa, without the discomfort resulting from excess solar heat. Coolite complements interior and 


exterior appearance, makes rooms seem larger, more restful and cheerful. 


In existing structures such as Carnegie Institute and Library, skylighting has been used to 
flood interiors with eye-easy daylight. In this impressive installation, translucent, light diffus- 
ing Smooth Rough MISCO Wire Glass provides shadowless, natural illumination, otherwise 
impossible with the building's existing vertical glazing. 


When you build or remodel your schools, make modern daylighting part of your plans. 
Specify glass by Mississippi. Available in a wide range of patterns and surface finishes 
to meet every requirement and budget need. 


4454, 
Ф% a 

ISSISSIPPI. 3 
z 


i GLASS COMPANY... 
Write today for catalog, 455 


"Better Daylighting for Schools." 88 Angelica St. * St. Louis 7, Missouri 
Address Dept. 7. 


KEEP ( 
AMERICAN WORKERS BUSY 
BUY... 
UNITED STATES GOODS, 


NEW YORK e CHICAGO ө FULLERTON, CALIFORNIA 


WORLD'S LARGEST MANUFACTURER OF ROLLED, FIGURED AND “WIRED GLASS 
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From Armstrong: a giant step in fire-retardant ceilings 


Now, for libraries: two types 


of Acoustical Fire Guard—12” x 12” tiles 


and new lay-in units 


he main ceiling of the library on the left has the 

new Acoustical Fire Guard lay-in ceiling. The 

first floor ceiling, which you see just below the mez- 
zanine, is of Acoustical Fire Guard tile. 

This was the first time-design-rated acoustical tile. 
Since it was first introduced by Armstrong two years 
ago, millions of feet have been installed. 

The new lay-in system is another great advance 
in fire-retardant ceilings. Here’s why. 


Unique New Suspension System 


Because of a new type of suspension system, the 
Armstrong Acoustical Fire Guard lay-in ceiling com- 
bines the advantages of an exposed grid system— 
economy and fast installation—with those of a time- 
design-rated acoustical ceiling. Here’s how the 
lay-in units work with the specially designed Fire 
Guard Grid Suspension System* to protect the struc- 
tural components of a building. 


Ceiling Withstands 2000 Degrees 


The lay-in unit — because of its composition — can 
withstand exposure to flames and 2,000-degree heat. 
The new grid system, designed exclusively to sup- 
port these units, will resist this same intense heat by 
allowing its members to expand, thus holding the 
lay-in units firmly in place. This suspension system 
is the first to be combined with a lay-in ceiling unit 
to offer rated fire protection. Both the lay-in unit 
and the grid system carry the U.L. label. 


Underwriters’ Laboratories, Inc., has given the 
Fire Guard lay-in ceiling system a beam protection 
rating of three hours. Floor-ceiling assemblies com- 
bining it with bar joist and slab, as well as with beam 
and steel floor construction, earned two-hour rat- 
ings. In areas which require more protection, 
Acoustical Fire Guard tile can be used. It has U.L. 
ratings of up to four hours. 


Cost Low, Savings High 


In most cases, the new lay-in ceiling will cost even 
less than ordinary plaster ceilings on metallath. And 
like tile, the new ceiling can save builders up to two 
months’ construction time. This means that a build- 
ing like this library may open two months earlier. 


A Choice of Design 


The Acoustical Fire Guard lay-in ceiling is now 
available in both the Classic and Fissured designs. 
There are two nominal sizes: 24” x 24” x %” and 24” 
x 48" x 5”, 

For more information about either Acoustical Fire 
Guard tile or lay-in units, call your Armstrong Acous- 
tical Contractor (he's in the Yellow Pages under 
"Acoustical Ceilings") or your nearest Armstrong 
District Office. Or write to Armstrong Cork Com- 
pany, 4203 Rock Street, Lancaster, Pennsylvania. | 


* Patent pending 


(Armstrong ACOUSTICAL CEILINGS 


Architectural design and 
rendering by Helmut Jacoby 


First in fire-retardant acoustical ceilings 
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2 joists... - 


| 
| 


replace 5 ' 


LACLEDE 34" OPEN WEB STEEL JOISTS 


cut time and cost in new school construction 


CLASSROOM CORRIDOR CLASSROOM 


Ladue Junior High School in suburban St. Louis is an excellent example of 
the way economy and style can be blended in today's school construction. 


Cost saving was a pre-eminent factor in architect William B. Ittner's design 
of this low-flung structure, with its long straight runs, free of costly jogs and 
bends. Further economy was achieved by allowing the rolling terrain to fall 
away from the single continuous ridgeline, rather than to follow the contours 
of the ground with multi-level roofs. 


This design concept was based on the selection of open web steel joists as a 
versatile, economical structural material. Laclede 34' joists, with special 


shallow-depth ends, were used to provide an unbroken slope from ridgeline 
to cantilevered overhang, two joists replacing the five structural elements 
formerly required in this type of roof construction. 


== »„„2 = 


Slee 


General contractor on the project was Kloster Company. Neal J. Campbell was consulting engineer. 


6070 


LACLEDE STEEL COMPANY 


— oS SAINT LOUIS, MISSOURI % Producers of Steel for Industry and Construction 
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Two Money-Making Machines from Ozalid 


а? 


New Junior Огатайс... New Super Ozamatic’ 


Here... trim and efficient as they look... are two versatile table top copiers 
by Ozalid. Both designed to increase profit by slashing copying costs. 
Consider: 

For only a penny per print, Junior reproduces material up to 13” wide — 
office systems, small engineering drawings, routine paperwork, film positives. 
Super, most versatile in its class, processes any dry diazo material up to 19” 
wide. And fast... for one example... 2000 lettersize copies an hour. 

For heavy volume engineering drawing reproduction, there's Ozalid's new 
Printmaster 900, a veritable workhorse for capacity. 

Is your business, like thousands of others, feeling the cost-profit pinch? 
Get the facts on these Ozalid cost-cutters today. Facts that can begin 


saving you money tomorrow. Simply mail coupon. O Z A L | D ® 


Division of General Aniline & Film Corporation, Johnson City, New York 
REMEMBER, FOR PEAK EFFICIENCY, ALL OZALID WHITEPRINTERS WORK BEST WITH OZALID SENSITIZED MATERIALS 


үе eae 
| Mr. James A. Travis, Mgr., Marketing 
Ozalid, Dept. 231, Johnson City, 

New York 
| You bet I'm interested in cutting operating costs. 
| Please send full details on Ozalid whiteprinters. 
| 
| Мате 
| 
| Firm 
| 
| Address 
| 
4 City 
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AMERICAN AIRLINES PASSENGER TERMINAL 
NEW YORK INTERNATIONAL AIRPORT, JAMAICA 30, NEW YORK 
Kahn and Jacobs—Architects; John B. Kelley, Inc. of New York—Masonry 
Contractor; Turner Construction Co.—Contractor. Walls on both sides of 
stained-glass facade are antique ivory Ceramic Veneer in 12” x 24” 
units. Piers, sills and window surround are black Ceramic Veneer. 


to complement your design 
in Ceramic Veneer 


The color range of Ceramic Veneer rivals the rainbow... enables 
you to create contrasting or harmonious effects in combination with 
other materials in buildings of all types. Ceramic Veneer is custom- 
made to your precise specifications. You have a choice of sculpture, 
polychrome panels, plain surfaces, or one of the smart new Federal 
Seaboard grille designs. This versatility of form, color and texture 
applies to units large or small, for interiors or exteriors. From design- 
ability to desirability, from attractive initial cost to ease and economy 
of maintenance, Ceramic Veneer is in a class by itself. For even lower 
initial cost, investigate the advantages of Federal Seaboard’s new 
%” CV Durathin. Construction detail, data, color guide brochure, 
advice and estimates on preliminary sketches, will be furnished 
promptly. Write today. 


FEDERAL SEABOARD TERRA COTTA CORPORATION 
10 East 40th Street, New York 16, N. Y. * Plant at Perth Amboy, New Jersey 
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Meetings and Miscellany 


S.H.C.—B.R.C. Advises 
Diversification for Builders 


Two hundred and twenty-three archi- 
tects, builders, lumber dealers and 
contractors from 12 states attended 
the 16th Annual Short Course in 
Residential Construction January 
18-19 at the University of Illinois 
Urbana campus. Conducted by the 
University’s Small Homes Council- 
Building Research Council in cooper- 
ation with the University Extension 
Division, the course reports on cur- 
rent research conducted by the 
S.H.C.-B.R.C. and summarizes latest 
practices in construction and man- 
agement for the home builder. 

In view of the new house market 
slump, special sessions were devoted 
to remodeling and land planning for 
multiple-family or apartment-type 
housing. Builders were urged to di- 
versify operations to include these 
and other markets outside the con- 
ventional single-family house. 

In the opening address, Rudard A. 
Jones, director of the S.H.C.-B.R.C., 
reported an increase in the Boeckh 
index of residential construction 
costs of 37.4 points from the 1949 
level, while the increase in the cost 
of living index is only 24.5 in that 
period. “The consumer’s costs for a 
new house will take a bigger share of 
his dollar . . . Buyers seem to have 
sensed this, and no longer is the 
whole story told in down payments 
and monthly payments; they are 
looking at total costs and value. 

“Where has the increased cost 
come from? The index for all con- 
struction materials reached an all- 
time high in 1959 of 134.6. In the 
Champaign-Urbana area labor costs 
have increased 63 per cent over the 
1947-49 level... we want to see 
families earning more so they can 
spend more for housing and other 
products, but at the same time we 
don't want to see these added labor 
costs increase the cost of the prod- 
uct unduly. There can be only one 
answer—more efficient production." 

Mr. Jones foresaw no revolution- 
ary change in housebuilding, but an 
evolutionary one, with more work be- 
ing done in the shop, the use of new 
materials. 

Course proceedings are available 
for $2.50 from the Small Homes 
Council-Building Research Council, 
University of Illinois, Urbana, Ill. 

more news on page 48 
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Dusty Pink. 


Patterns shown 1/2 original size 


Here is another original design of abstract beauty from 
General Electric in the Textolite “honey of a line" of plastic 
surfacing. Each of Twilight's six colors is a casual blend of 
two pastel tones, sprinkled with either gold or silverlike accents, on 
a soft white background. This abstract greatly extends the color 
decorating and design versatility offered in decorative laminate 
patterns. See the full Textolite line illustrated in Sweet's Architec- 
tural File 14a/Ge. Get your color samples of Twilight now—it's truly 
a honey of a pattern in “a honey of a line!” 


Progress ls Our Most Important Product 


GENERAL QA ELECTRIC 


General Electric Company, Dept. AR-31 * Coshocton, Ohio ' 
(Send Twilight color samples Г15епа Textolite full line folder [] Have representative call 
Мате 


Firm 
Street 
City. 
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ANY TYPE OF LIGHT CONSTRUCTION 


EMS IN 


PROBL 


NOWN WINDOWS SOLVE 


ў 


№ 
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AMERICA’S BEST K 


Fisherman’s Wharf Motel, St. Claire, 
Michigan. Architect: George D. Lytle 


The Andersen 
Window that solved 
two problems in 
this Michigan Motel 


Need for large window 
areas plus insulating 


effectiveness met with 
Andersen Gliders 


To take advantage of the view 
without sacrificing natural ventila- 
tion, Architect George Lytle selected 
Andersen Gliders—the picture win- 
dows that glide open sideways. 

But, Andersen Gliders also helped 
solve the heat loss problem. Each 
unit is electrically heated — controlled 
jn the unit and from a master control 
panel in the office. Temperatures in 
each unit can be lowered as guests 
leave, raised as guests arrive—all from 
the office. Saves on the heating bills. 
And, Andersen Windows, with the 
natural insulating qualities of wood 
plus their weathertightness (about 5 
times industry standards) serve 
perfectly. 

Andersen Windows offer you maxi- 
mum design flexibility for any light 
construction project: 7 kinds of win- 
dows, 30 different types, 685 cata- 
loged sizes. 

Check Sweet's File or write for 
Detail catalog and Tracing detail files. 
Andersen Windows are available from 
lumber and millwork dealers through- 
out the United States and Canada. 


Andersen Windows 


America's most wanted windows 


ANDERSEN CORPORATION > BAYPORT. MINNESOTA 


design it 
with Andersen 


` makers of modern 


wood windows 


Meetings and Miscellany 


continued from page 39 


$25,000 Mastic Competition 
Theme: Medical Planning 


For the third year, the Rubberoid 
Company, Mastic Tile Division, is 
sponsoring a $25,000 design compe- 
tition. The two past competitions hav- 
ing dealt with adequate housing and 
educational and recreational facilities 
for middle-income families of a fast- 
growing satellite city on the fringe 
of a major metropolis, the present 
one has as its theme: adequate medi- 
cal facilities. 

The 1961 program "assumes that 
health and hospital accommodations 
of the parent city have been extended 
and developed to a point of conges- 
tion. The regional hospital council 
has recommended that future efforts 
be directed to developing a coordi- 
nated hospital system on the general 
framework formulated by the U. S. 
Public Health Service. Consolidation 
of the community clinic with the 
rural hospital to form a suburban 
general hospital which, in turn, will 
be expanded into a larger district 
hospital with full complement of 
specialty services and staff teaching 
programs has been proposed. The 
competition seeks to stimulate the 
architectural profession to apply its 
experience and training in achieving 
a workable solution." 

The competition, which has the 
endorsement of the Committee on 
Competitions of the American Insti- 
tute of Architects and of the National 
Institute for Architectural Educa- 
tion, is open to all registered archi- 
tects, architectural assistants and 
students of schools which are mem- 
bers or associate members of the 
Association of Collegiate Schools of 
Architecture. All contestants will be 
eligible for the $10,000 grand prize, 
a $5000 second prize and a $3000 
third prize. Special awards totalling 
$4500 will be made to students not 
successful in the general competi- 
tion. 

The jury, headed by E. Todd 
Wheeler, F.A.I.A., Chicago, Il., 
chairman of the A.I.A. Committee on 
Hospitals and Health, includes: Don- 
ald S. Nelson, F.A.I.A., Dallas, Tex- 
as; Donald Eugene Neptune, A.LA., 
Pasadena, California; James J. Sou- 
der, A.IL.A., New York; and Ray E. 
Brown of the University of Chicago. 
A. Gordon Lorimer, Е.А.І.А., New 
York, serves again ав professional 
advisor. 


Awards will be based on the great- 
est contribution to medical planning 
including feasibility for change as 
medical advances are made, architec- 
tural quality of physical expression 
and feasibility of construction with- 
in reasonable economic range. 

Registrations with contest details 
are available from the Rubberoid 
Company, Mastic Tile Division, 500 
5th Ave., New York 36, N.Y. or 
from its sales representatives or dis- 
tributors. All entries are to be in the 
hands of the Architectural League 
of New York City no later than June 
30, 1961. 


Oberlin Round-table Marks 
Aluminum’s 75th Birthday 


The 75th anniversary of Charles 
Martin Hall’s discovery of the elec- 
trolytic process for separating alumi- 
num from its ore was marked last 
month by a celebration arranged by 
the Aluminum Association and held 
on the Oberlin College campus, Ober- 
lin, Ohio. 

Philip Will Jr., president of the 
American Institute of Architects, 
was one of three panelists in a 
“Round-table of Tomorrow.” Others 
were Philip Sporn, president of the 
American Electric Power Company, 
and Dr. William A. Pennington, pres- 
ident of the American Society for 
Metals and professor of Metallurgy 
at the University of Maryland. 

Mr. Will said, “We must think in 
unconventional terms ....а suc- 
cessful aluminum wall system will 
require that every part do double or 
triple duty, mechanical or electrical 
as well as structural. I can imagine, 
for example, an exterior skin which 
would be stressed in tension, serve 
as the appearance surface and also, 
like the human skin, sweat a little to 
cool the building in summer. Interior 
surfaces can have permanent vinyl 
coatings, incorporate radiant heat- 
ing and cooling and convenience wir- 
ing plus luminescent panels for light- 
ing. The structure would be assem- 
bled with glue, factory applied along 
panel edges and temporarily pro- 
tected against premature setting by 
removable strips of tape.” 

Mr. Sporn predicted that use of 
aluminum by electric-power genera- 
tors might increase in the neighbor- 
hood of 140 per cent in the next 19 
years. 

Dr. Pennington discussed metal- 
lurgical characteristics of aluminum. 
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N.A.H.R.O. Meeting Outlines Goals, 
Seeks Ways to Achieve Them 


About 1550 people from 41 states, 
the District of Columbia, Puerto 
Rico, the Virgin Islands, Canada, 
Germany and Japan attended the 
National Association of Housing and 
Redevelopment Officials’ 27th Annual 
Conference, held in October in De- 
troit. It was a busy “work” confer- 
ence with its several general sessions 
and more than 20 special interest ses- 
sions. 

The Program Resolution adopted 
at the annual business meeting saw 
three immediate problems: 1) the 
need to relate the public housing pro- 
gram to the total housing market 2) 
the need to understand more fully the 
social problems of poverty, disease 
and crime and 3) the need for a cabi- 
net level federal department of hous- 
ing and community development. 

The Resolution charged N.A.H.- 
R.O.’s membership to support recom- 
mendations relating to the three new 
divisions that will carry out the or- 
ganization’s job: Housing, Renewal 
and Codes. It also charged members 
to support recommendations relating 
to four general programs: a more 
productive use of citizen participa- 
tion; a more humane handling of dis- 
placed families and businesses relo- 
cation; the development of a training 
program to assure a pool of expert 
workers; the initiation of a study of 
relationship of tax policies to urban 
renewal. 

Sessions generally were geared to 
cover these four goals with panels 
and discussions, films and slide talks. 

At the conference opener, speakers 
were Walter P. Reuther, president of 
United Automobile, Aircraft and 
Agricultural Implement Workers of 
America (AFL-CIO) and Home Fi- 
nance Agency Administrator Nor- 
man P. Mason. Mr. Reuther looked 
to “What’s Ahead in the 60's", find- 
ing the picture not pretty . . . un- 
less America puts some muscle in its 
drive to solve urban problems. He de- 
clared that, in connection with the 
national housing program, a strong 
“public policy" must replace the cur- 
rent “public relations policy," if cit- 
ies are to be saved. One of the points 
he made was... in terms of the 
national housing effort, “there has 
been more concern for money-lenders 
than for people who need housing.” 

continued on page 343 


“DESIGNER PALETTE” AND “ANTIQUE MARBLE” 
Coordinated styles in solid vinyl tile 


“Designer Palette"... а series of striking, plain modern colors ideal 
for bold designs, accents or feature strips. 


“Antique Marble*""... an unusual tile that reproduces the look, the 
wear of marble at surprisingly low cost. 


These two styles in Kentile? Solid Vinyl Tile offer limitless design 
possibilities. Ideal for all fine installations—on walls as well as floors. 
Call your Kentile Representative or consult Sweet's File. 


Г Г ЕЛЕ 


SPECIFICATIONS: 


Sizes: 9"x9",12"x12". Thicknesses: 
.080” (Standard Gauge) and 1/8”. 
Colors: Eight “Designer Palette,” 
six “Antique Marble.” Use: Below, on 
or above grade. 


“Designer Palette” Feature Strips: 
1/8”, 1/4”, 1/2” and 1” widths in 36” 
lengths. Thicknesses: .080”, 1/8” (also 
available in 1/16” for use with Vinyl 
Asbestos Tile). 


Visit Kentile's Showrooms in these cities: 
New York, Philadelphia, Cleveland, 
Atlanta, Kansas City, Torrance, Cal. 
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We don’t know what noise 
annoys an oyster... 


. but we do know plenty about eliminating industrial noise. 
Koppers AIRCOUSTAT is the pioneer product for controlling duct- 
transmitted noise in air handling systems . . . and Koppers has the 
longest, broadest experience in the whole field of industrial sound 
control, from air conditioning to aircraft engines. 


AIRCOUSTAT? is the quality standard in its field. Its pioneer engineer- 
ing is matched by premium construction that features heavier gauge 
metal than competitive units. It is assembled with care to give the 
quality performance promised by its original design. And AIRCOUSTAT 
provides guaranteed attenuation certified in the laboratories of in- 
dependent research organizations. 


Write today for your copy of the Aircoustat Selection Manual, a quick 
guide to eliminating noise in all air- handling systems, to: KoPPERS 
COMPANY, Inc., Sound Control Dept., 3003 Scott St., Baltimore 3, Md. 


оғиз SOUND CONTROL 


Engineered Products Sold with Service 
® 


Aircraft/Engine Test Enclosures Portable Jet Run-Up Silencers Audiometric Rooms Soundmetal Panels 
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THE WAKEFIELD 


PH OTO NM E TRILL 


When mounted in luminous rows, Wakefield Photometrics provide a 


continuous shaft of light; there is no opaque metal between units to 
create distracting contrasts. Available in 4’ and 8’ units with injection 
molded 4’ refractors of acrylic or styrene (actual overall depth less 
than 4"), Photometrics are finely engineered luminaires with off-the- 
shelf availability and price. In stock at leading distributors in the 
United States and Canada. 


THE WAKEFIELD COMPANY—VERMILION, OHIO 


W A K Ғ F | E L D WAKEFIELD SOUTHWEST COMPANY — OKLAHOMA CITY, OKLA. 


WAKEFIELD LIGHTING LIMITED — LONDON, ONTARIO 
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Philip E. Langley, Devoe & Raynolds' Architectural Representative, Atlanta, describing the new Library of Colors system 


The Man From DEVOE offers 
You Fresh Concepts in Color usage 


Know exactly what a paint color will look like after 
application . . . how much maintenance it will require 
.. . how it will stand up under изе... even before your 
design leaves your drawing board. The MAN FROM DEVOE 
has the tools and the "know-how" to make this possible. 


The exciting new Devoe Library of Colors system assures 
perfect matching of color chip selected and paint color 
actually applied, regardless of whether it is an interior or 
an exterior finish—without exceptions! The Devoe Color 
Formula Index Book contains the exact formula for the 
perfect mixing of each color shown, plus its coefficient of 
reflectance. You can choose from 1086 colors on display 
in the Devoe Library of Colors system . . . with more 
than 10,000 additional colors in reserve. Each Devoe 
colorant can be used for interior vinyl flat, alkyd flat, 
eggshell enamel, semi-gloss and decorative enamel, as 
well as exterior finishes. 


In addition, the MAN FROM DEVOE will work with you 
and your staff on the problems of costs, climate, use and 
maintenance conditions, durability, color, and appear- 
ance. He'll make color schemes for your presentations. 


A MAN FROM DEVOE is located in most major cities. For 
his services, or for more information write to: Devoe 
Color Consultation Service, Devoe & Raynolds Company, 
Inc., Louisville, Ky. 


DEVOE Devoe & Raynolds Co., Inc. 


A subsidiary of Merritt-Chapman & Scott Corp. 


Atlanta • Boston • Charlotte * Chicago * Cincinnati • Dallas е Denver * Houston «Los Angeles «Louisville е New York • Philadelphia • Stamford, Conn., and in other principal cities 


another benefit with 


UNITED PO EP RIVETS 


SPEEDY INSTALLATION THAT CAN CUT YOUR FASTENING 
COSTS IN HALF . . . HIGH GRIP STRENGTH . . . and now, THE 
BEAUTY AND CONVENIENCE OF PRE-COLORED FASTENINGS! 


Versatility, speed and ease of application, low installed cost and high 
grip strength are some of the qualities that have won a wide accept- 
ance for “РОР” Rivets . . . for both "blind" and ''non-blind" fasten- 
ing applications. 


Adding still another important benefit, “РОР” Rivets can now be sup- 
g plied pre-finished іп a wide range of stock colors (or to order in any 
desired hue, value, or chroma) to match, contrast or blend with any 
color you are using. Finish on the “РОР” Rivet and on your product is 
never chipped or scratched when rivets are set... and “РОР” is the 
ONLY fastener that offers you a complete color range! wm 


WRITE TODAY — for a sample package and complete in- 
formation on how new “РОР” Colored Rivets can enhance 
your product's appearance, improve fastening quality, and 
reduce fastening costs! 


HERE'S HOW THEY WORK "POP" RIVET 
“РОР” Rivets are inserted 
and set from the same side: 
(1) "POP" Rivet (a hollow rivet 
assembled on a solid man- SETTING TOOL 

drel) is inserted in the work. 

(2) Jaws of the easy-to-use set- 

ting tool grasp the mandrel. 

(3) Tool is operated. Jaws pull 

back. Rivet is set. Mandrel JAWS PULL BACK 
breaks and falls free. 


p CLINCHING MANDREL 


MANDREL 
BREAKS AND FALLS FREE 


“РОР” RIVET DIVISION - UNITED SHOE MACHINERY CORPORATION 
SHELTON, CONNECTICUT, U.S.A. 
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The Record Reports 


Nebraska Architects Association Honors Six Buildings 


The 1960 Honor Awards Program 
sponsored by the Nebraska Archi- 
tects Association honored six Ne- 
braska buildings, all of them de- 
signed by Omaha architectural firms. 
At the annual meeting of the state 
association, the two honor awards 
went to the M. J. Ford Home in 
Omaha, designed by Stanley J. How 


& Associates, and the Leo A. Daly 
company office in Omaha, designed by 
the Leo A. Daly Company. 

The jury was composed of chair- 
man Clarence Kivett, senior partner 
in Kivett & Myers & McCallum, Kan- 
sas City architectural firm; Emerson 
Goble, editor of ARCHITECTURAL 
RECORD; and Dr. Lenoard Wolf, 


a revolutionary new feature in 


TO RJ ESEN FOLDING PARTITIONS 


(New) "T" FLOOR SEAL ОМ 


TORJESEN FOLDING PARTITIONS 
Effects 100% Closure Regardless 
of Floor Contour! 

Each section of a Torjesen Partition 
has its own “T” floor seal. An 


electro-pneumatic activated unit in 
the bottom does the job! Regardless 


of high or low floor points, each panel is held rigidly in 100% contact with 
the floor making the entire partition immovable. 


*The new “Т” Floor Seal is now standard equipment on all Torjesen Fold- 


ing Partitions at no extra. cost! 


D TYPE FLOOR SEAL NOW 


IN GENERAL USE Cannot Effect 
100% Closure Unless Entire 
Floor is Dead Level! 

The drawing at right shows this. 
When the partition is closed the seal 


in the first door section is triggered 
and in turn activates each following 


door section seal. They all reach the same level which is the highest point 
on the floor area. Any irregularity in floor contour will cause the rest of 
the panels to hang loosely thus affecting the rigidity of the entire partition. 


Visit our plant and tour its facilities * Write for fully detailed catalog 


| A TORJESEN, INC. 
| 209-25th ST., BROOKLYN 32, М.Ү. - TEL.: SOUTH 8-1020 


Over 50 representatives ín key cities to serve you 


B Am liates: BAR-RAY PRODUCTS, INC. • X-Ray Accessories and Radiation Protection 
i : CAPITAL СОЕ D: INC. « Hospital Cubicles and Track 


THE INGENIOUS 


"T М4 
FLOOR SEAL 


d Air! 
Activated by comP! „арен 


ction This “Т” seal is self- 
own aligning. Makes com- 
or Seal. plete contact with 
floor area. 


Seal All seals reach same 
Activator level which is highest 
point on floor area. 
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head of the department of architec- 
ture for Iowa State University, Ames 
Iowa. In making their report, the 
judges paid tribute to the “тапу 
fine submissions which did not re- 
ceive awards" and added that the 
panel was impressed with the im- 


proved character of work in the state 
as a whole as evidenced by the en- 
tries submitted." 


The jury's comments on the Ford 
home were: 4... unusually well- 
done residence with excellent unity of 
composition, proportions and materi- 
als . . . executed on a difficult (slop- 
ing) site. Demonstrates that contem- 
porary domestic architecture need 
not be dogmatic in its statement." 


On the Leo A. Daly company office, 


“ 


they said: . fortunate setting 
which establishes pleasant design en- 
vironment, opening out to vistas of 
West Omaha. Strong spirit of unity 
established by clearly defined, rhyth- 
mic composition . . . very well 
scaled for its use with good propor- 
tion, space organization and relation- 
ships." 

Four Mention Awards were given 
the following: the Boystown Orienta- 
tion Center, Boystown, designed by 
the Leo A. Daly Company; Hinky 
Dinky store no. 59, Lincoln, designed 
by Steele, Sandham & Weinstein; 
St. John the Apostle Church and 
School, Lincoln, designed by Boyer 
Biskup & Widstrom; and St. Peters 
School, Fullerton, designed by Steele, 
Sandham & Weinstein. 

more mews on page 57 


MIDWEST INFLUENCES EXPLORED AS 
ARCHITECTURAL HISTORIANS MEET IN MINNEAPOLIS 


The 1961 annual meeting of the Soci- 
ety of Architectural Historians was 
held in Minneapolis January 26-28. 
Several new areas of interest were ex- 
plored by the general sessions. Most 
closely associated were “Aspects of 
Canadian Architectural History” 
and “The Architecture of Minnesota 
and Her Neighbors.” Canadian de- 
velopments were followed right up to 
the present from 1945 by John Par- 
kin, architect of Toronto. Especially 
noteworthy in this Canadian series 
of papers was the color slide mate- 
rial presented with comments in 
French by Jean-Paul Morisset from 
the Inventaire des Oeuvres d’Art de 
la Province de Quebec. It encour- 
aged the realization among the audi- 
ence that the earliest architectural 
history of the great midwestern riv- 
er basins might be written entirely 
in terms of French settlement from 
Quebec to New Orleans. 

The Minnesota regional session 
had talks which further analyzed 
both French and Yankee influences. 
More surprising, however, was the ex- 
position of the rich cultural heritage 
of Wisconsin by Richard W. E. Per- 
rin, director of the Housing Author- 
ity of Milwaukee. This was in part 
represented by Norwegian farm- 
houses and Finnish churches with 
their chaste handling in wood. Corn- 
ish stone houses and Bohemian 
barns were similarly shown. The big- 
gest category Mr. Perrin discussed 
was the German 'fachwerk" build- 
ings of exposed oak frames with 


brick panels and proverbs, or “haus- 
spruche," written over the front 
door, complete with construction 
dates. The handsomest of these Ger- 
man structures was a huge barn 
with brick and timber walls which 
had once been covered with a thatch 
roof. Other striking textural effects 
were achieved by sprinkling pieces 
of coal throughout a stone wall and, 
in one case, piling short logs up like 
firewood in mortar so that the sides 
of the house gave the effect of an un- 
ruly mob of polka dots. Mr. Perrin 
hopes to bring a number of the best 
examples of these ethnic types to- 
gether in a future Wisconsin park 
similar to the Scandinavian collec- 
tions of folk architecture. 

The pleasure of recognizing the 
range of the American cultural tra- 
dition which comes more and more 
often to the American historian as 
research advances was next height- 
ened by a visit to the Metropolitan 
Building in downtown Minneapolis. 
This was built in 1888-90 and de- 
signed by E. Townsend Mix. It is 
centered around a huge hall illumi- 
nated from above. Balconies of glass 
project out on knife-edge brackets. 
Several members of the Society of 
Architectural Historians spent the 
time before the preservation box 
lunch mounting to the twelfth story 
in the open cage elevators and then 
walking slowly down. Finally one 
member was led to observe what sev- 
eral had already been thinking, that 
here was a prototype for Wright's 


C.S.I. PLANS FIFTH ANNUAL CONVENTION 


The Construction Specifications In- 
stitute will hold its Fifth Annual 
Convention at the Commodore Hotel 
in New York City May 22-24, with 
the program centering on a wide va- 
riety of technical activities. 

One of the major portions of the 
program will be a presentation by 
C.S.I's Specification Methods Com- 
mittee in which the Committee will 
propose a completely new outline ar- 
rangement for specifications for use 


throughout the country. Sample cop- 
ies of this outline will be distributed. 
The Institute's Technical Commit- 
tee will present a thoroughly detailed 
and up-to-date version of the func- 
tions and operating procedures of 
the entire technical program at both 
the national and chapter levels. 
The Philadelphia Chapter will pre- 
sent a program called “‘Co-ordinated 
Responsibilities of Suppliers and 
Specification Writers." A panel of 


The Record Reports 


Guggenheim Museum. Prodigious in 
its waste of floor space, interpolating 
raw structure with glass walls, 
equally bumptious and over-weening 
on the outside, it exhibits all the 
basic characteristics regarded sev- 
enty years later in the New York 
museum as largely without prece- 
dent except within the work of 
Wright himself. This experience also 
contained the germ of the intense 
feeling one obtains everywhere in the 
Midwest of a countryside suffused 
with the traditional building wis- 
dom of the farmers of half the world 
around giant, self-centered cities, 
put up and torn down with incredible 
speed, boldness and naivete. The 
Metropolitan Building is about to be 
demolished by urban redevelopment 
order for a parking lot. 

The Hitchcock Award for the best 
book of the year went to Professor 
David Coffin of Princeton University 
for his monograph on the Villa d'- 
Este at Tivoli. The present slate of 
officers was reelected for another 
year, Barbara Wriston of the Boston 
Museum as president, John Forbes of 
the University of Virginia as vice 
president, Alan Gowans of the Uni- 
versity of Delaware as secretary and 
Robert M. Walker of Swarthmore 
College as treasurer. New directors 
are Allen Brooks, University of To- 
ronto, Edward DeZurko, Rice Uni- 
versity, William Jordy, Brown Uni- 
versity, Thomas McCormick, Vassar 
College, Carroll Meeks, Yale and 
Charles Peterson, Natl. Park Service. 


specification writers and building 
products manufacturers will discuss 
the relationships between the active 
(professional) and associate (manu- 
facturer’s representative) members 
of C.S.I. and the responsibilities of a 
producer of quality products and a 
writer of intelligent specifications. 
C.S.I. reports membership as of 
February 1 at 4612, compared with 
3750 a year ago. Four new chapters 
will join C.S.I.s present 50 soon. 
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nique exterior effects 


durable Masonite exterior products offer 


This ad, in current issues of Better Homes & Gardens, American Home, Sunset and Living, 
emphasizes the joy of owning a home sided with beautiful, durable 
Masonite exterior products. 


МАЅОМІТ 


Masonite, Sunline, Panelgroove and Ridgeline are registered trade-marks of Masonite Corporation. 


you a wide variety of unusual treatments 


sive your clients that “something 
lifferent" they so avidly seek—by insisting 
ж panels of genuine Masonite 

1ardboard. 


400k at this patio wall of Sunline siding, 
or example. The inside-outside continuing 
surface lends a singular quality that says 
‘originality.”’ The raised ribs, an integral 
yart of the siding itself, are rounded 

ind smooth...catch the play of sun and 
shadow in a myriad of ways—offer a 

resh exterior effect. Like all Masonite 
iardboard products, Sunline will never 
plit, splinter or check. The beauty lasts. 


an a different exterior—one that will be 
is beautiful tomorrow as it is today. An 
xterior of Sunline siding will turn 

hose first glances into lasting 

mpressions! 


Plan with siding that features this 
trade-mark. It says this is genuine 
Masonite hardboard. It’s ‘‘wood-made- fr 


better"—made th h th lusi 
etter"—made throug e exclusive e. PN 
explosion process for unequaled 


strength, smoothness and uniformity. 


shows the way! 


Pi ИН 
; 
Ridgeline. A 4’-wide panel іп lengths to Masonite Panelgroove (4’ wide, 8’ to 16’ 
16’. Continuous combed surface; long) offers vertical grooves every 
prime-coated. 4" or 8”. 


New Masonite “Х" siding provides a deep, attractive shadowline 
... Won't split or check—exceptionally dent-resistant. 


MASONITE CORPORATION 
Dept. AR-3, Box 777 

Chicago 90, Illinois 

(In Canada: Masonite Corporation, 
Gatineau, Quebec) 


eus 
Mat 


Please send me your new booklet on Masonite exteriors. 


CODO. oen nis oe FI AUR ГА yw — "€ 


DU ASSERIT T ғара ық ORME TE OT Sa eerie 
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AMERICAN DISTRICT TELEGRAPH COMPANY 


Executive Office: 155 Sixth Avenue, 


A 


Why play guessing games when it comes to plant security? 


In safeguarding life, property and profits against fire, burglary 
and other hazards, ADT automatic protection services have 
proved their effectiveness and dependability. 


Here’s the evidence in a nutshell: 


It’s a fact — during the past ten years, ADT waterflow alarm 
service provided subscribers with an immunity against fire 
loss that averaged 99.98 per cent of protected values. 


It’s a fact — throughout the same period, subscribers to ADT 
burglar alarm service enjoyed an immunity against burglary 
loss that averaged 99.99 per cent. 


Dependability like this warrants serious consideration. Other 
facts about plant protection are contained in an illustrated 
booklet that’s available (Canada and U. S. only) by writing 
to us. Better still, call the ADT security specialist listed in 
your telephone directory. 


New York 13, М. Y. 
NATIONWIODE ORGANIZATION 
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The Record Reports 
On the Calendar 


April 
5-7 47th annual convention, Mich- 
igan Society of Architects— 
Sheraton-Cadillac Hotel, De- 
troit 
9-15 23rd annual convention, Na- 

tional Association of Architec- 
tural Metal Manufacturers— 
Plaza Hotel, New York 

10-15 National convention (first of 
three in 1961), American Soci- 
ety of Civil Engineers—Phoe- 
nix, Ariz. 

18-20 Fifth Annual Industrial Mu- 
tual Aid and Disaster Control 
Seminar, sponsored by the Na- 
tional Institute for Disaster 
Mobilization and the Channel 


Industries Mutual Aid— 
Shamrock-Hilton Hotel, Hous- 
ton, Tex. 


20-22 76th annual convention, Illi- 
nois Society of Professional 
Engineers—Peoria, Ill. 

24-28 National convention, Ameri- 
can Institute of Architects— 
Bellevue-Stratford,  Philadel- 
phia 


Office Notes 


Offices Opened 

Paul Rogers & Associates, Inc. 
Consulting Engineers of Chicago, an- 
nounce the opening of their European 
office: Eugene Bonnet & Paul Rogers, 
Ingenieurs Conseils, Membres, Soci- 
eté Des Ingenieurs Civils de France 
at 8 Rue Vergniaud, Levallois-Perret 
in Paris. 

The New York world headquarters 
office of Litchfield Whiting Bowne & 
Associates, international architects 
and engineers, has announced the 
opening of a new office in Karachi, 
West Pakistan. Its manager, John H. 
Topik, will report to Wesley R. Nel- 
son, director of foreign operations, in 
the Tehran Office. 


New Firms, Firm Changes 

New associates in Ketchum and 
Sharp, New York architectural firm, 
are Lowell Brody, Ray E. Cumrine 
and Herbret W. Riemer. 

The firm of William J. Johnson 
Associates, Ann Arbor, Mich., has 
added a partner, Clarence Roy. The 

continued on page 67 
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STEEL CONSTRUCTION STAYS ON SCHEDULE— This all-steel framework for an apartment includes high-strength 
bolted structural frame, open-web joists, and Slabform for poured concrete floors. All steel furnished by Bethlehem. 


When your client wants early completion, early 
return on his investment...thank heaven for steel! 


“> 


For strength 


... economy BETHLEHEM STEEL 


. ++ versatility 


GALVANIZED STEEL 
DUCTS *are strong and 
rigid, permit long spans 
with few supports, go 
up in a jiffy, expand and 
contract less. 


STEEL PIPE INSTALLS 
FAST, WORKS EASILY. 


It’s ideal for drainage, ven- 
tilation, water, and gas lines. 
And steel pipe is still the 
lowest-cost pipe you can buy. 


HIGH-STRENGTH BOLTS 
speed connections. It takes 
just seconds—and just two 
men—to tighten. Bolters 
follow on the heels of erectors, 
eliminating costly delays; 
formwork no longer has to 
trail two stories behind. 


OPEN-WEB STEEL JOISTS 


come fully fabricated and 
tagged, ready for placing. 


Two men or a simple derrick ж 
can lift them into place. Just RIGID STEEL CONDUIT 


field-weld to secure perma- 
nently. They allow for easy 
passage of pipe, wires, con- 
duit—even heating lines— 
in any direction. 


hurries wiring. Fish tapes 
can’t damage its smooth, 
hard interior; wiring is easy 
to pull in. And steel conduit 
provides the most depend- 


able wiring protection. 


Steel goes up fast! 


SHOP-FABRICATED STRUCTURAL STEEL arrives at the site ready to go 
into place. No expensive, time-wasting operations. A steel framework 
goes up fast —two stories or twenty-two stories. Long before the frame is 
completed, other trades get started. Floors, curtain walls, electric wiring, 
air-conditioning, and plumbing can be installed more quickly. 


BETHLEHEM STEEL 


E NEWEST IN AIR DISTRIBUTIO 
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BET “ FUNCTIONAL! VERSATILE! UNOBTRUSIVE! 


Carnes attractive white Model “М” Modular Dif- 
fuser enhances the aesthetic quality of any ceiling. 
The 6-inch square modules fit virtually flush with 
ceiling . . . have a minimum of see-through . . . 
inhibit smudging . . . easily slip in or out for 
changing air direction or cleaning. Ап infinite 
number of patterns and sizes are yours by combin- 
ing multiples of three modules: 1 way throw, 
2 way throw, corner throw. Continuous strip pat- 
terns . . . cross patterns . . . alternating pat- 
terns may he developed to solve any design or air 
distribution problem. Module units . . . above 
windows . . . between fluorescent fixtures . . . 
around columns or walls . . . butted to light fix- 
tures . . . carry out architectural lines and blend 
with all ceiling materials. They are equally effec- 
tive when used as an air return. Modules are made 
from General Electric's revolutionary new LEXAN, 
a self-extinguishing, high-impact material that 


m withstands temperatures to 225° without distortion. 

е...” Frames are available in a wide variety of sizes 

в and types . . . easily joined to make апу con- 
BEER... tinuous length or width desired. For complete de- 
Bg" tails, write for Modular Diffuser Catalog No. 460. 


Carnes also manufactures Round, Rectangular, 
Square, Convertible and Baseboard Diffusers e 


» Registers • Grilles e High- and Low-Velocity ATC 
T of Units: « Roof and Wall Ventilators 
ө 
иш" CARNES) 
— dL 
=» 


CARNES CORPORATION, VERONA. WISCONSIN, / CANADIAN SUBSIDIARY: МЕНЕ AIR EQUIPMENT COMPANY, LTD.. 86 GERTIE STREET, WINNIPEG 2, CANADA 
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"CERAMIC TILE...BEAUTIFUL DURABLE SOLUTION 
FOR LONG-RANGE ECONOMY" 


CERNY, mace 


THORS 


Thorshov & Cerny, noted Minneapolis firm of architects, 
designed this approach to a modern, high-traffic jet airport 
terminal. Spaciousness, appealing modern design and long- 
range economy via minimum maintenance requirements— 
all these elements were part of the plan. 

A unique and original ceramic tile pattern was designed 
for the floor—a specification which contributes permanent 
beauty and guarantees long wear with minimum mainte- 
nance. Many of the vertical surfaces were designed with 
ceramic tile—always a prudent choice for any public area. 

Practical experience shows that any private or public build- 


HOV & 


d 


ing gains in appearance, prestige and decreased maintenance 
costs when tile is used. Fireproof, durable ceramic tile comes 
in over 200 different colors, a wide range of sizes and an 
increasing variety of textures— giving the architect the great- 
est design freedom possible. 


The Modat % Ж 


CONS 


Design For A Modern Jet Airport Terminal 


The many benefits of ceramic tile will 
make sense for both you and your 
clients in any residential, institutional 
or commercial project you undertake. 
See your local tile contractor for 
up-to-date information, including all 
the details on the new lower cost 
installation methods and the new 
dry-set portland cement mortar. 


PARTICIPATING COMPANIES 


American Olean Tile Co. 
Atlantic Tile Mfg. Co. 
Aztec Ceramics, Inc. 
Cambridge Tile Mfg. Co. 
Carlyle Tile Co. 
Continental Ceramics Corporation 
General Tile Co. 
Gladding, McBean & Co. 
Hood Ceramic Corporation 
Jackson Tile Mfg. Co. 
Jordan Tile Mfg. Co. 
Lone Star Ceramics Co. 
Monarch Tile Mfg. Inc. 
Mosaic Tile Co. 

Murray Tile Co., Inc. 
National Tile & Mfg. Co. 
Oxford Tile Company 
Pomona Tile Mfg. Co. 
Redondo Tile Company 
Ridgeway Tile Co. 
Robertson Mfg. Co. 
Stylon Corp. 

Summitville Tiles, Inc. 
Texeramics, Inc. 
Wenczel Tile Co. 
Winburn Tile Mfg. Co. 


TILE COUNCIL OF AMERICA, INC. 


800 Second Avenue, New York 17, М. Ү.; 


Room 933, 727 West Seventh St., 
Los Angeles 14, Calif.; 


Room 207, 5738 North Central 
Expressway, Dallas, Texas 


CERAMIC. 


“tile 


The Record Reports 


continued from page 60 


new partnership will be known as 
Johnson-Roy, Landscape Architects 
and Site Planners, with offices at 106 
E. Liberty, Ann Arbor. 

Arthur C. Lucas, Jr., Architect, 
announces the appointment of John 
D. Peck as associate and a move to 
Suite 900 Alworth Building, Duluth, 
Minn. 

Josiah H. Child has retired from 
the firm of Child, Lawrence & Shan- 
non, Architects & Engineers. A new 
partner has joined the firm, Bayard 
Underwood. The firm name is now 
Lawrence, Shannon & Underwood. 

Wadsworth & Boston, Architects 
and Engineers of Portland, Me., an- 
nounce the appointment of three new 


members: Donald L. Dimick, Ray- 
mond J. Mercer and Robert H. 
Weatherill. 


Herbert Pomerantz, P.E., has been 
made an associate of S. W. Brown, 
Consulting Engineers, New York 
City. He was formerly the firm's 
project manager. 

Richard G. Stein, after 14 years a 
partner with Katz Waisman Blu- 
menkranz Stein Weber, Architects 
Associated, has terminated his part- 
nership to establish his own practice. 
His new office is at 441 Madison 
Ave. New York City 22. 

The Consulting Engineering firm 
of W. T. Collings, Milwaukee, Wis., 
has announced that W. D. Kimmel is 
a member of the staff, serving as li- 
aison engineer between the princi- 
pals of the firm and their clients. 

Oliver J. Bryan Jr. and William C. 
Haldeman announce their associa- 
tion in the practice of architecture 
under the name of Bryan and Halde- 
man, Architects, 525 East Ohio Ave., 
Denver 9, Colo. 

Upon the retirement of William B. 
Coffin and S. Winthrop St. Clair from 
Sturgis Associates Incorporated, Ar- 
chitects and Engineers of Boston, 
Mass., the following have been elect- 
ed as directors and officers of the cor- 
poration: William Bradford Sprout 
Jr. Perry D. Lord and Maarten D. 
Den Hartog. New consultants are 
William B. Coffin, William Stanley 
Parker and J. P. Den Hartog, pro- 
fessor mechanical engineering. 

The new name of Ginocchio, Crom- 
well & Associates is Ginocchio, Crom- 
well, Carter, Dees & Neyland, Archi- 
tects & Engineers. The firm will con- 

continued on page 80 


...а successful 


mall by day – 

ee 79 
а spectacular 
at night! 


Gardens, fountains and lighting are 
now an integral part of the building 
plan . . . from the start. Lincoln 
Road Mall in Miami Beach was de- 
signed by the internationally known 
architect, Morris Lapidus, with light- 
ing by Abe Feder. Eleven 60 foot 
Pylons replace the normal concept 
of street poles, providing target beams 
of light that emphasize plant shelters, 
playing fountains and Mall walks. 
The night drawing power provided 
by the exterior lighting dazzles large 
crowds of sightseers — and many re- 
main to become Mall customers. 
This new concept is showing a 
marked influence on the develop- 
ment of similar areas throughout the 
country. 


RT TTR 


The symbol of 
better lamps. 


The Radiant 1000 watt Mercury Re- 
flector Lamps, with “Pyrex” brand 
glass envelopes specified by Mr. 
Feder, are also the perfect solution 
for many other lighting problems. 
Buildings, ball parks and airports 
throughout the country are turning 
toward the' use of Radiant Incandes- 
cent and Mercury Vapor Lamps in 
lighting systems. Radiant Lamps are 
weather-proof, better in their lasting 
brilliancy, cheaper in any regular re- 
placement program, and what's more, 
a joy for the designer to work with. 
For information about modern out- 
door lighting, write or phone Les 
Deutsch at BIgelow 3-6850. 


51-11 David A. Foxman, President 


RADIANT LAMP CORPORATION 
300 JELLIFF AVE., NEWARK 8, N. J. 
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DORM LINE TAKES A 


Simmons Dorm Line furniture takes the roughest, tough- 
est treatment possible—under test and in student rooms. 

Dorm Line wardrobes, bookshelves, chairs, chests and 
beds are handsomely styled and built for carefree main- 
tenance, whether built-in or free-standing. Write for liter- 


SIMMONS COMPANY 


CONTRACT DIVISION 


Merchandise Mart • Chicago 54, Illinois 


ature and see Dorm Line furniture soon. зек OY ROOMS Chicas s Mew YONE дарае 
Columbus * Dallas » San Francisco е Los Angeles 


p^ oe 


Dorm Line chairs take abuse—even spike- ^ Fiberesin desk and table tops easily pass 


heeled shoes won'tharmthetough Nauga- the "cigarette burn" test. All Dorm Line 
hyde upholstery. Welded steel frames units, with steel and Fiberesin construc- 
withstand rough treatment. tion, reduce fire hazards. 
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No marring or damage from spilled liquids 
or chemicals—such as cleaning fluid or 
nail polish remover. Simmons Dorm Line 
keeps its new look for years! 


Spruce up the old... Accent the new 


LIGHTING INSTALLATIONS 


MADE WITH 


A FREX PERMA TONE 


Luminous ceilings, luminaires, louvers, refractors, diffusers and 
modules made with Monsanto Lustrex Perma Tone Styrene have 
given years of service as a dramatic and effective source of light in 
hundreds of buildings of all types—both new and old. 


In major renovation projects, these lighting installations are an 
economical and easy way to brighten up dark corners with strong, 
yet softly diffused illumination. Over-high ceilings can be brought 
down and unsightly beams and pipes can be masked behind a ceiling 
of bright new beauty. In new construction, lighting installations made 
with Lustrex Perma Tone give you a highly flexible means of creating 
unique decorative effects and accounts. 


Fixtures made of Lustrex Perma Tone deliver uniform surface 
brightness and excellent color stability. Exceeding IES-NEMA joint 
specifications for ultraviolet light stabilized styrene, Perma Tone 
assures the whitest of whites or a wide range of molded-in clear, 
permanent colors. Dimensionally stable, they are also light in weight 
for easy handling, installation and maintenance. To make sure you 
get this combination of performance at an economical cost, specify 
installations made with Monsanto Lustrex Perma Tone. 


Heartland Office Building, National Commercial Bank & Trust Co. of Albany, N.Y. Electrical Design Engineer: Walter 
S. Stewman, Albany, N.Y. General Contractor: Rosch Bros. Electrical Contractor: H. A. Collman Electrical Co., Inc. 


MONSANTO роеѕомев in PLASTICS 


If you would like additional data on 
Lustrex Perma Tone in lighting, and 
the names of manufacturers of fix- 
turesmolded of Lustrex Perma Tone, 
send coupon below to Monsanto 
Chemical Company, Plastics Divi- 
sion, Room 818, Springfield 2, Mass. 


Monsanto 


MONSANTO CHEMICAL COMPANY, Plastics Division 
Room 818, Springfield 2, Mass, 


r 
1 

1 

І 

І 

I 

1 Please send me comprehensive report on general-purpose and impact Lustrex 
1 Perma Tone Styrene, and other data оп styrene іп lighting. Also list of manu- 
l facturers of lighting fixtures of Perma Tone. 
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REINFORCED 
CONCRETE 


creates a unique atmosphere 
for drama presentation 


The plasticity of reinforced concrete was utilized to its 
fullest in achieving this unusual theater design. From 
the various levels of rock on which the building is situ- 
ated to the huge circular reinforced concrete stage loft, 
the building is a study in cantilever construction. In the 
interior, there are no right angles. Sloping walls and 
offset angles keep the audience attention focused on the 
40-ft revolving stage. Created by Frank Lloyd Wright, 
it has been called an “incredible combination of in- 
timacy and spaciousness.” 


Today, in every type of construction, reinforced con- 
crete is enabling architects and engineers to design with 
greater freedom. On your next project, be sure to in- 
vestigate the many advantages of this highly flexible 
construction material. 


CONCRETE 
REINFORCING 


Concrete Reinforcing Steel Institute 
38 South Dearborn Street 
Chicago 3, Illinois 


STEEL INSTITUTE 


R44, 
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The Kalita Humphrey's Theater, Dallas Theater Center, Dallas, Texos 
Architect and Engineer: Frank Lloyd Wright 


Resident Architect: W. Kelly Oliver, Dallas 
Contractor: Henry C. Beck Construction Company, Dallas 


q 


wood sliding glass doors 
\ offer new solution to old problem 


Large glass areas that require generous openings for access, ventilation 
and integration of space are achieved successfully with PELLA WOOD SLIDING 
GLASS DOORS. Their моор frames combined with stainless steel and wool 
pile weatherstripping make them weathertight . . . prevent condensation. 
Frames of PELLA Doors can be finished or painted to go with interior and 
exterior schemes. Removable muntins in regular and diamond patterns 
offer extra design latitude. Types о, ох, хо, охо and oxxo come in 33", 45" 
and 57” glass widths. Standard and custom heights. Consult your classi- The welded steel T-section on all 

four sides of the 1%” Ponderosa 


fied telephone directory for nearest U.S. or Canadian РЕША distributor, or Pine door panels gives the PELLA 


E % SLIDING GLASS DOOR its 
write for literature. ROLSCREEN COMPANY, PELLA, IOWA. rugged strength and slim lines. 


PELLA ALSO MAKES QUALITY WOOD WINDOWS, ROLSCREENS, WOOD FOLDING DOORS AND PARTITIONS 
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engine 
power 


BY CATERPILLAR 


CAT D343 


gives you outstanding 


performance at an unmatched 


price per horsepower 
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Turbocharged-Aftercooled D343 provides 420 HP maximum at 2000 RPM, electric set produces up to 250 KW. 
Turbocharged only —360 HP maximum with electric set ratings to 200 KW. 


CHECK ALL THESE MONEY-SAVING ADVANTAGES: 


SUPERIOR FUEL ECONOMY 
* As low as 0.387 165. per brake horsepower hour 


OUTSTANDING PERFORMANCE 

* 420 HP maximum... up to 250 KW 

* Modern design . . . Turbocharged and Aftercooled 

* Four valves per cylinder with individual porting 

* Precise valve action with twin overhead camshafts 

* Complete combustion through four-cycle design . . . full 
stroke power 

LOW OPERATING COSTS 

* Foul-free operation . . . large single-orifice fuel injectors 


* Efficient burning of wide range of fuels because of pre- 
combustion chamber design 


LONG LIFE 

* Performance-proved Caterpillar-quality components 

* Maximum cooling efficiency . . . wet-type cylinder liners, 
.constant-spray-cooled pistons, high water-flow head 


* Large-capacity dry-type air cleaner . . 
fuel filtration systems 


. double oil and 


EASE OF SERVICE 

e Tinker-free fuel system . . . no adjustments needed 

* No valve train mechanism with twin overhead camshafts 
All Caterpillar Engines are backed by over 800 sales, parts 
and service outlets throughout the Free World. Call your 


Caterpillar Dealer or write us direct for complete specifica- 
tions on the new D343. 


CATERPILLAR 


Caterpillar and Cat are Registered Trademarks of Caterpillar Tractor Co. 


Caterpillar Tractor Co., Engine Division, Peoria, Illinois, U. S. A. 
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Lightweight Jamison JAMOLITE doors improve appearance 
and performance in food service installations 


bright new plastic doors 
add color to 
coo/er and freezer rooms 


oi E m wi ET 


Jamolite Cooler and Freezer Doors in food service use. 


@ THE JAMOLITE Plastic Door is a flush-fitting, light 
weight cold storage door that provides both better 
appearance and easier operation. It is a lower cost 
door made in the same sizes as heavier, standard type 
cold storage doors and can be mounted on the same 
bucks. It can also be mounted on the same bucks 
as household doors, and one man can install door 
and frame. 


COLORFUL JAMOLITE Doors are available in 
gleaming white, ivory, salmon, blue and blue- 
green to harmonize with any interior. It is an all- 
plastic door insulated with 4" of foamed-in-place 
polyurethane which forms a permanent, rigid bond 
with the outer door shell. 


For complete details on Jamolite doors, write for Catalog 
7 to Jamison Cold Storage Door Co., Hagerstown, Md. 


JAMISON 


COID. STORAGE DOORS 
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Grant Drawer Slides are 
available in the widest 
range of sizes and styles. 
They are the most efficient 
method for sliding drawers, 
shelves or special units. 
Designers and decorators 
are increasingly aware 

of the value of slides. 


The attractive gold 
anodized closet rod is an 
exciting addition to closets. 
Efficient gliding operation, 
Snap-in carriers, brilliant 
gold color and easy 
installation have found 


favor with architects. 


GRANT 


THE PREFERRED SOURCE FOR 
ALL SLIDING HARDWARE 


The importance of exacting archi- 
tectural specification is apparent 
in the detailed quality of Class A 
construction today. 

Perhaps that is why Grant is spec'd 
so often. 

Sliding door hardware/folding 
panel hardware/drawer slides/ 
drapery hardware/gold anodized 
closet rod/heavy duty hangers. 
Send for the Grant Catalog — 200 
pages describing the most com- 
plete line of sliding hardware for 
architectural specifications. 


Doors, partitions, even 
walls can move on Grant 
Sliding Door Hardware 
The line recognized by 
architects as the broadest 
and most versatile. 
Recommended for every 
type of installation — 
without limitation as to 
weight, material or 

size of door. 


Grant architectural drapery 
hardware has long been 
noted as the most highly 


engineered, dependable 
such line made: combining 
aluminum track with nylon 
accessories, it can be 
mounted to wall, ceiling, 
even mortised into ceiling. 


GRANT SLIDING HARDWARE 
GRANT PULLEY & HARDWARE CORPORATION 


EASTERN DIVISION / 9 HIGH STREET, WEST NYACK, М. Ү. 
WESTERN DIVISION / 944 LONG BEACH AVENUE, LOS ANGELES 21, CALIFORNIA 


SLIDING DOOR HARDWARE * DRAWER SLIDES • DRAPERY HARDWARE е POCKET FRAMES • PULLS • SPECIAL SLIDING HARDWARE • CLOSET RODS 
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RARE MEDIUM... 
with a 20-year guarantee 
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Stylux-20: color-tempered plastic paneling with the life-span of 
quality building materials. New colors... unusually tasteful 
tints and hues, selected especially for architectural use. Unusual 
durability . . . plastic paneling with the rare ability to stand up to 
prolonged weathering without surface pitting or color loss. Plastic 
paneling of such extraordinary quality, it is fully guaranteed in 
writing for 20 years. A surface impervious to ultra-violet and ozone. 
Deep, perfectly distributed colors. Reinforcing glass fibers so well 
matted, they’re hardly perceptible. These are just some of the many rare 


attributes of Stylux-20. For complete details and specifications write: 


BUTLER MANUFACTURING COMPANY, PLASTICS DEPT. 121 
137TH STREET AND BOTTS ROAD, GRANDVIEW, MISSOURI \ 


BY BUTLER ® 


STYLE & ECONOMY 
ANSWERS TO YOUR 
FURNISHING PROBLEMS | 


MODERN 
Co; t Ж 
uira 


No matter what your furnishing needs, you can fill them best from 
one reliable and economical source. Heywood-Wakefield now 
offers four new high-styled groups that will not only meet your 
most demanding requirements for beauty and craftsmanship, dissi pe qat 
but for economy as well. WAKEFIELD 
Take your choice...Riviera, Danish Modern, Esquire and Old ЕН тү 
Colony...today’s best buys (today’s wise buys) іп hotel апа 
motel furnishings. 


KM a 


EST. 1826 
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AN ECONOMICAL WAY TO EXPRESS QUALITY 
“SLIDE” WOOD WINDOW UNITS 


You can give your clients more value for their dollar and 
give yourself more design versatility when you specify Rimco 
“Slide” Wood Window Units. This remarkable removable 
sash unit is constructed of Selected Ponderosa Pine to lend 
warmth and beauty to any decor. While both sash are re- 
movable for easy cleaning, positive action anodized alumi- 
num weatherstripping provides maximum protection and fuel 
savings. Handsome hardware is factory applied . . . in fact, 
Rimco *Slide" arrives at the job site as a unit, sash in- 
stalled in frames . . . just set them in place and they are 
ready to finish. Choose from thirty sizes for creative free- 
dom. 


Like all Rimco Wood Window Units, the “Slide” is chemi- 
cally treated with deep-penetrating Woodlife preservative ap- 
plied by the Dri-Vac controlled process. 


A request on your letterhead will bring 
you, without cost, the new ARCHITEC. 
TURAL TRACING DETAIL SET on 
Rimco's complete line of Wood Win- 
dow Units. Also see our catalog in 
Sweet's Files. 


ЕгЕМЕС С 


ROCK ISLAND MILLWORK COMPANY 
FACTORY DIVISION, P. О. BOX 97 
Rock Island, Illinois 


DESIGNED AND ENGINEERED BY ROCK ISLAND MILLWORK COMPANY « HELPING BUILD AMERICA FOR OVER 90 YEARS 
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“HYDRATITE 


keeps them 


Socony Vacuum Oil Co., Inc., Training Center 
New York, М. Y. J. Gordon Carr, Arch. 


Vorhees, Walker, Foley & Smith, Arch. 
EIST атысы лан ee) 
Blueprint Matching 


EGGERS Specialty 


When the job requires “perfect 
match," architects specify Eggers. 


They know that Eggers’ 75 years 
of experience in making hardwood 


doors and plywood seating and SAYS a satisfied customer! 


paneling means the finest in cus- 


tom craftsmanship . . . that each Hydratite’s effectiveness as an integral water repellent is due 
order, regardless of size, will be to its action as a concrete and mortar plasticizer that also 
painstakimgiy' created By highly minimizes initial shrinkage. The easy working of Hydratite 


trained veneer selectors to obtain 
a continuous matching of panels 
and doors, producing one harmoni- 
ous pattern. Table tops and other 
specialties may be developed with е 
Eggers to blend in with room penetration. 
decor. For your next church, hos- 
pital, school or commercial proj- 
ect, specify Eggers. 

Sasa SS тоса 


EGGERS PLYWOOD COMPANY а 2 
Quality Manufacturers since 1884 Sun Chemical Corporation 


Two Rivers, Wisconsin * Phone 378 750 THIRD AVENUE, NEW YORK. 17, N.Y. 


treated concrete and mortar mixes, plus its increased ability 
to resist shrinkage, makes for tighter concrete and masonry 
work. And tighter concrete and masonry work, of course, is 
the real foundation for long lasting protection against water 


For further information call or write Dept. AR-142 


A. C. HORN COMPANIES 


Subsidiaries & Divisions 


Grain Dealers Insurance Bldg., Indianapolis, Ind. 
Alden Meranda, Arch. 


Smith, Kratz & Strong 
Architects 


В.Р.О.Е. Elks Lodge Мо. 682 
Jacksonville, 


University of Louisville Library, Louisville, Ky. First Lutheran Church, Manitowoc, Wis. 
O'Connor & Kilham, Arch. Edgar A. Stubenrauch & Assoc., Arch. 

For over 100 years, Archi- 
tects have relied upon Fiske 
for the widest choice of artis- 
tic designs, materials, crafts- 
manship and dependability. 
Now, more than ever, Archi- 


For Enduring (harm tectural Metal Work by 


Fiske...in Aluminum, 


|! s» Specify Bronze, Stainless Steel and 
(д ArchitecturalfMET ALIWORK. Iron . . . represents the finest 
i 5 ‘ 7 obtainable. 
| by Fiske Write for our catalog of 


ізі 


designs or send blueprints 
Aluminum, Bronze, Stainless Steel and Iron for quotations. 


J. W. Fiske ARCHITECTURAL METALS, Inc. 


113-115 Pennsylvania Avenue, Paterson 3, New Jersey 
ESTABLISHED 1858 == 


a shoe department 


should be specified 


Shoe Department in the new Meier & Frank Co., Portland, Oregon. Architects: 
Welton Becket & Associates. Carpet by Gulistan (weave shown in actual size). 


In a shoe department everybody looks down. The right 
carpet actually helps make a sale. For example, solid 
color enhances shoes. Which color? A cool blue or green 
—such as the subdued blue Gulistan shown here—best 
sets off warm leather tones. The close, tight weave gives 
more than long wear. It’s easier to walk on. It shows 
the entire shoe. Shoes “set” high for a better view. And, 
this carpet’s extra firmness, combined with extra depth 
of pile, make new shoes seem more comfortable. 


Every commercial carpeting job has uniquely different 


requirements. Gulistan not only has the most experience 
but .. . the best facilities to meet all requirements. That's 
why Gulistan handles so many important carpeting jobs. 
Jobs like the world’s first atomic surface ship or New 
York's newest, most spectacular restaurant; Arizona's 
newest and most elaborate theatre. 


Remember: whether it's plain or fancy . . 
or custom-made . . 


. ready-made 
. you can get what you want from 


There are Gulistan contract carpet specialists іп all major cities... “at your service" to discuss any floorcovering problem, large or small. 
Or write: Commercial Department AR-3, A. & M. Karagheusian, Inc., 295 Fifth Avenue, New York 16, N. Y. 
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why the company 
that’s first is generally: 
first considered... 


BOGEN 


Ist in SOUND SYSTEMS 
for all INSTITUTIONS 


e Ist in RELIABILITY 


30 years of Engineering and Research de- 
voted exclusively to sound development, 


226 1st in CUSTOMER ACCEPTANCE & SALES 
Over 1,000,000 systems in use today. 


e Istin APPLICATION 


_ The world's broadest system and product 
line. A model for any application. 


e 151 іп QUALITY & STYLING 


Industry's Standard of Comparison. Win- 
ner of the Milan Triennial Gold Medal. 


That's why...Wherever Sound Decisions 
BOGEN will be specified ! 


are made... 


> EC Schoo! Console 
VP20 Transcription Player 


BOGEN-PRESTO 


A DIVISION OF THE SIEGLER CORPORATION 
Desk AR-3— Paramus, N. J 


жю = ! 


80 ARCHITECTURAL RECORD March 


The Record Reports 


continued from page 67 


tinue practicing at 416 Center St., 
Little Rock, Ark. 

Thomas G. Murrell, James R. 
Walker and Norman C. Edge an- 
nounce the formation of a new firm 
for the general practice of architec- 
ture and engineering under the name 
of Murrell, Walker and Edge, Archi- 
tects and Engineers. The address is 
117 West 215% St., Norfolk 17, Va. 

Harry Loners and Francis б. 
Stroebe have resumed their partner- 
ship for the practice of architecture 
under the firm name of Loners and 
Stroebe A.I.A. This firm is the suc- 
cessor to Loners, Stroebe and John- 
son and will have offices at the same 
location, 201 North 24th St., Billings, 
Mont. 

The name of Sverdrup & Parcel 
Engineering Company Һаѕ been 
changed to Sverdrup & Parcel and 
Associates, Inc. The firm’s offices are 
in San Francisco, St. Louis, and 
Washington, D.C. 

Samuel Paul & Seymour Jarmul, 
New York architects, announce the 
appointment of John R. Kubasek as 
administrative coordinator. 

Metcalf & Eddy, architect-engi- 
neer firm of Boston, has announced 
the appointment of five staff mem- 
bers as senior associates. They are: 
Charles G. Hammann, Charles Y. 
Hitchcock Jr., Albert B. Rich, Mor- 
ton Solomon and Ariel A. Thomas. 

The name of the Detroit architec- 
tural firm of Harley, Ellington and 
Day, Inc. has been changed to Har- 
ley, Ellington, Cowin and Stirton, 
Inc. The change represents the addi- 
tion of architects: Fred M. Harley, 
Julian В. Cowin and Malcolm К. 
Stirton. 


New Addresses 

Robert E. Alexander, F.A.I.A. and 
Associates, Architects and Planning 
Consultants, 612 South Flower St., 
Los Angeles 17, calif. 

Douglas G. Raffen, B.E., 
A.R.A.I.A., Cheesman, Doley, Brab- 
ham & Neighbour, 78 Hutt St., Ade- 
laide, S.A. 

Albert M. Ruttenberg, A.I.A., Ar- 
chitect, 1744 N. Farwell Ave., Suite 
204, Milwaukee 2, Wis. 

Francis E. Telesca, А.І.А., Archi- 
tect, 3170 Commodore Plaza, Coconut 
Grove, Miami, Fla. 

Abraham Waronoff, A.I.A., 116 
Delaware Ave., Detroit 2, Mich. 
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other 


GLIDE-GRIDWALL 


architectural aluminum 


PRODUCTS 


SLIDING WINDOWS 


Monumental stock and custom types. All 
sash operate and bypass for window cleaning 
from interior. Strength of section allows heights 
to 6'6”. The leader in the field for weather-tight 
performance and beauty of sight lines. 


SLIDING DOORS 


Monumental stock and custom types. Glazed 
with 3(," to 1" thick glass. Double sill, flush with 
floor, leak-proof even in complex multiple track 
and wall pocket units. Stainless steel rollers and 
track. Transom units available as integral part 
of door framing. Screens may be used on interior 
or exterior as required. 


SLIDING DOORS 
PANAVIEW stock door units employ the finest 
construction features of the GLIDE door series 
at competitive prices. Double weather-stripped, 


alumilited, and available in panels with single 
or 98” insulated glass. 


WINDOWS ШЕТ 


The most economical window wall available. 
Infinite variety is achieved by mulling and 
stacking PANASEAL windows in any combination. 
Ideal for schools and commercial buildings. 
PANASEAL windows also available for resi- 
dential use. 


ENTRANCES 


Engineered for greater strength by integrating 
1” narrow stiles with J2” plate glass, GRIDWALL 
offers the most appealing entrance door on the 
market. Cylinder lock, housed in push and pull 
plates of charcoal bronze finish, simultaneously 
throws a concealed bolt into threshold and head 
of door frame for maximum security. A complete 
line of mullion framing for flush glazing is 
available. 


write for brochures and details 
GLIDE-GRIDWALL • 7463 Varna Avenue 
North Hollywood, California • TR. 7-3213 


PAINTING BY JOHN OTTERSON 


IDEA 


Many bold concepts in contemporary architecture were inspired by the suggestive possibilities inherent in the medium 
of curtain wall. To produce a product which has so influenced the imagination of the architect is a privilege to be deserved. 
GRIDWALL itself is a bold concept since in our determination to produce a curtain wall system without flaws, it is a radical 
departure from all standard methods of curtain wall construction. 

Engineered with built-in weather control, GRIDWALL HAS ESTABLISHED PERFORMANCE STANDARDS UNEQUALLED 
BY ANY OTHER CURTAIN WALL. 


A manual containing comprehensive GRIDWALL details, specifications and test data is available on request. 


® 
ALL 


CURTAINWALLS 


GRIDWALL COMPANY > 7463 VARNA AVENUE > NORTH HOLLYWOOD, CALIFORNIA ° TRIANGLE 7-3213 


LOTS OF GLASS 
... But Easily Cleaned 


No interference here. This window 
washer does not interfere with activ- 
ities on this busy highway or with 
people within the building —nor do 
they interfere with him. He can travel 
from window to window with no loss 
of time. 


bd 


T'S a big job to wash a lot of windows—even 
when they can be readily reached from the 
ground. It's awkward and slow when a ladder 
must be used. It's really a problem when win- 
dows are three or more stories high. 

If the windows are so designed, both sides 
may be washed from inside the building. But 
this is not usually desirable. Causes 
interruptions to others. In summer 
lets in heat. In winter lets in cold. 
Unbalances air conditioning. 


For Further Information 
Write For Booklet No. 2022A 


CLEVELAND TRAMRAIL DIVISION • THE CLEVELAND CRANE & ENGINEERING CO. 
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Many buildings are equipped > p". 
with Cleveland Tramrail win- 

dow washing systems. Get the 
details on this equipment 
which often reduces washing 
costs by one-half and more 


Cleveland Tramrail Window Washing Equip- 
ment enables a man to reach all windows from a 
special cage suspended from an overhead carrier 
that travels on a track attached to the building. 
The cage is readily raised or lowered by the 
washer in the cage. If the equipment is motorized, 
lifting and traveling are done simply by pushing 
control buttons. 


CLEVELAND O TRAMRAIL 


уи La La La La La С La ИИ 


С Overhead Materials Handling Equipment 


2515 E. 290 ST. • WICKLIFFE, OHIO 


J 


ANYTHINC 


WANT 


WOULD ANYONE 


New, low-cost con- 
cealed closures and 
seamless flush ap- 
pearance give un- 
cluttered look. 


All styles available as complete package Brand-new colored metal, two-tone and 
—including door, frame and hardware. high-fashion hardware. Custom look! 


| 


| 


| 


e c! 


Tremendous variety of borrowed light, transom Doors swing from rugged steel grid © Pre-primed at ihe factory—ready to 
and sidelight arrangements—all standard! core—not face. Heavier gauge steel. paint any color you choose. 


IDEAL FOR SCHOOLS, HOSPITALS, DORMITORIES, OFFICES, FACTORIES, APARTMENTS, CHURCHES! 


Complete line of Underwriters-labeled 
doors, frames and hardware! 


Compare Fenestra’s new line of hollow 
metal doors with any other wood 

or metal door on any basis of 

styling, design flexibility or cost 


COMPARE THEM WITH WOOD DOORS 


Styling. New 13%-inch doors match 134-inch doors exactly. Seamless, flush appear- 
ance. New glass light variations, including Slim Light. And now, the widest range of 
standard hardware ever offered in metal doors—colored metal, two-tone, and high- 
fashion hardware that matches in beauty anything available on custom doors. 


Wear. Fenestra Hollow-Metal Doors won’t warp, rot, swell or stick. They resist 
impact; stand up under heavy use. And they slash maintenance costs! 


Cost. Fenestra doors are offered in a complete package: door, frame and hardware 
for one package price. Pre-primed, they save sizing and priming . . . can be painted 
any color. Fenestra doors cost less installed than comparable wood doors! 


COMPARE THEM WITH OTHER 
METAL DOORS 


Styling. Only Fenestra offers Twin-Door full flush 
styling—such a wide variety of glass-light stylings— 
so many choices in beautiful hardware. And only 
Fenestra offers the new 7’ 2” modular height door 
as a standard product for cement-block buildings! 


Flexibility. Twin-Door styling lets you specify less 
expensive 13-inch doors, where indicated, without 
losing continuity of design. They match 134-inch doors; 
take the same hardware. Frame depths for all walls. 


Wear. Rustproofed Fenestra doors feature the heavi- 
est gauge metal in the industry—swing from rugged 
steel-grid core rather than the face or skin. 


Service. Complete packages—frame, leaf and hardware 
—are stocked by local dealers and Fenestra ware- 
houses; shipped pre-machined and ready to install. 
No delays due to uncoordinated deliveries! 


MAKE A COMPLETE COMPARISON 


See Sweets File 16b/Fe; call your Fenestra man (he’s in 
the Yellow Pages); or write Fenestra Incorporated, Dept. 
AR-13, 2252 East Grand Blvd., Detroit 11, Michigan. 


NEW! Neater looking ?' 2" 
modular door for cement block 
buildings—matches courses— 
reduces labor costs. 


PRODUCTS FOR THE NEW AGE IN ARCHITECTURE 


Steel and aluminum curtain- 
wall systems 


Steel and aluminum resi- 
е n ES } (7. dential windows 
Engineered windows for 
INCORPORATED industrial, institutional and 


monumental buildings 
Hollow metal doors 


New, compact rectangular closer 

projects only 15%” from face. Light gauge steel structural 
systems for floors, roofs, walls, 
and electrified floors 


— 


Wh What do you WE. in an E m ma Hal? | 
| E ECONOMY 


COLOR Versatility 


exces 


| 
| 


| 
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Get them all with concrete 


A-M WALL PANELS 


Architects, as well as building owners, appreciate the 
decorative and money-saving features of precast 

A-M Wall Panels as part of an all-concrete element 
structure. Plain concrete or exposed aggregate panels, 
of load bearing or curtain type, speed construction 
and add unique beauty to industrial buildings and 
warehouses, schools, offices and apartment buildings. 


Other precast concrete elements such as roof and floor 
systems, beams, columns and foundation grade beams 
may be combined with A-M Wall Panels to 

provide an infinite variety of architectural designs. 


Write today for American-Marietta's colorful new 
brochure on wall panels and allied 
components of precast concrete. 


One of over two thousand 214 ton 
sculptured wall panels supplied 
by A-M for McCormick Place, 
Chicago's new exhibition center. vM AMERICAN-MARIETTA COMPANY 
CONCRETE PRODUCTS DIVISION 
GENERAL OFFICES: 
AMERICAN-MARIETTA BUILDING 
101 EAST ONTARIO STREET, CHICAGO 11, ILLINOIS, PHONE: WHITEHALL 4-5600 
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This Mies van der Rohe 
apartment complex in 

Newark, N. J. is an outstanding 
application of Amana 

“Curtain Wall’? Room Air 
Conditioners. 


brane 


BACKED BY A CENTURY-OLD TRADITION 


OF FINE CRAFTSMANSHIP 


from Amana - 


INDIVIDUAL ROOM AIR CONDITIONERS 
FOR CURTAIN WALL CONSTRUCTION! 


Amana now brings to architecture a new product . . . and even greater 
freedom of design! 

The new Amana “Curtain Wall” Room Air Conditioner . . . slim, 
compact, designed to easily and quickly slip into a ventilating cabinet 
beneath a window . . . makes possible self-contained air conditioning in 
a structurally integrated interior wall cabinet. 


пазаве схване т орава ^E PR 
Е teas 909: 0792 

L3 Ете Р 
RIOR т 
4 


ТТК ЕГ Ы 
ШЕГЕТІНІ 


E a poe) 


INSIDE ...The Amana “Curtain Wall” Air Conditioner has been held to 
minimum dimensions so the cabinet may be designed to fit any decor. Only a 
pair of decorative plastic grills reveal the unit. Even the sound level is lower 
than with conventional window units. 


OUTSIDE...The same uninterrupted flow of design you created! Grill work 
blended in the curtain wall serves perfectly to exhaust heat. No trace of a 
room air conditioner, no obtrusion. 


NEW ECONOMY AND CONVENIENCE... А тапа “Curtain 
Wall” Air Conditioners add new design possibilities . . . Help keep initial 
building costs down. They also eliminate costly maintenance while providing 
greater versatility to owners and tenants. Amana's heritage of craftsmanship 
is proof of the quality, performance, dependability and value! 


AMANA REFRIGERATION, INC. ШИН 


Amana 46, lowa 


Gentlemen: 
Please send me detailed specifications and information on Amana “Curtain Wall” 
Air Conditioners. 


Name Title. 


Company 


Address. 
City. State. 
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“The 14-inch J&L Light Beam was the most economical member we could use for the spans," say Robert and Company Associates of Atlanta, the designers. 


New Atlanta Airport Terminal...Designed 


Air traffic comes in, all at once, in Atlanta, Georgia. Often there 
are as many as 60 planes in the terminal, all loading and unloading. 
Atlanta is one of the most important airlines transfer points in 
the country. Everyone wants to hold lay-over times to a mini- 
mum, so heavy traffic peaks are unavoidable. 


The problem was to design a new terminal that would make life 
easy for passengers and airlines people. And do it as inexpen- 
sively as possible. 


That's why the compact, 11-story central terminal building (with 
control tower on top) was conceived—with six long concourses 
splayed out like fingers to provide plenty of parking space for 
planes—with easy access everywhere for passengers and airlines 
personnel—with 8 special second-story “jetways” that telescope 
out from above the concourses to let jet passengers on and off 


STEEL 


Jones & Laughlin Steel Corporation 


3 Gateway Center, Pittsburgh 30, Pennsylvania 


with no stair climbing, high and dry out of the weather — and 
with. underpasses beneath each concourse for baggage trains to 
run, safely separated from passenger walks. 


Design Economy was gained in concourse construction and in 
stair stringer fabrication by selecting J&L lightweight structurals 
—14-inch J&L Light Beams for concourse and main terminal 
roof purlins—10-inch J&L Junior Channels for stair stringers. 


Because they are easy to adapt, you can use J&L lightweight 
structurals in a wide variety of architectural designs. They reduce 
the steel tonnage you'll require. And because they're easy to 
fabricate, raise, and position, they cut labor costs. 


To find out more about J&L lightweight structurals, call or write 
direct to Jones & Laughlin Steel Corporation, 3 Gateway Center, 
Pittsburgh 30, Pennsylvania. 


+> 


Key factor in concourse design was use of J&L 14-inch Light Beams as J&L 14-inch Light Beams and J&L 10-inch Junior Channels were used 


purlins. Span between rigid bents varies from 19” 7" to 24” 0”. Formed extensively throughout the new “Jet Age" Atlanta Airport Terminal. 
metal decking, which supports insulation and built-up roofing material, J&L 10-inch Junior Channels were used as stair stringers. J&L 14-inch 
is welded to the purlins. Purlins and girders also support a maze of Light Beams are purlins, mainly in two-story concourse sections. 
concealed piping. 


FOR THE FINEST IN HYDRONICS, 
SPECIFY BURNHAM 


For over 87 years, Burnham engineers have set the 
pace in the heating field. That’s why, today, the 
Burnham name is another word for quality in 
hydronic* heating. 


BASE-RAY ® is the very best in baseboard heating. 
It’s slim, smart looking ... yet durable and dent- 
proof because it’s all cast iron. And now, BASE- 
RAY is available with damper for room-by-room 
temperature control. Approved by FHA for Series 
Loop Installation, 


Here’s ahead-of-the- 
time gas boiler design. 
Burnham's cast-iron 
HOLIDAY gives you 
fuel-saving Vertical 
Flue Travel, handsome 
two-tone enamel jack- 
et, built-in tankless 
water heaters for hot faucet water, finest automatic 
controls, A.G.A. approval, Available in the larger 
70 series or the popular 61 series. 


JUBILEE® gives you 
seven quality features: 
wet base construction 
that permits installation 
on combustible floors, 
fuel-saving Vertical Flue 
Travel, tankless heaters 
for year 'round hot fau- 
cet water, baked enamel 
finish, models for water 
and steam, two-piece 
combustion chamber and 
*JUBILEE.PAK" ... 
shipped ready-to-go. 


*HYDRONICS: The science of heating with warm water 


fF НІ | 
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Century's Control System 


heart of the art of stage lighting... 


Century, the largest manufacturer of 
electronic switchboards, offers its experi- 
enced engineering staff to assist archi- 
tects and engineers in planning lighting 
control systems. C-CORE? units (Cen- 
tury's trade mark for back to back silicon 
controlled rectifier dimmers) are de- 
signed for flexibility, compactness and 
simplicity of operation. Of the many 
Century systems installed, the two-scene 
preset, shown above, with selective sub- 
mastering permits the handling of many 
complex cues. This Century unit was 
recently installed at the Madison Town- 
ship High School in New Jersey. Architect: 
Merchant, Seidel & Hickey / Engineer: 
Fred 5. Dubin, Associates / Electrical 


Contractor: James Н. Delaplaine, Inc. 


Write for full descriptive literature 


521 West 43rd Street, New York 36, N. Y. 
1820 Berkeley Street, Santa Monica, Cal. 
1477 N.E. 129th Street, North Miami, Fla. 


For profit and performance,use Burnham in every installation. 


For new descriptive literature, write Dept. AR-31 


; б 7 т; 
Ғы HEATING & COOLING DIVISION ® 
vum IRVINGTON, NEW YORK 


First in the manufacture of baseboard heating Xosa 
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HIGHEST QUALITY 


Loweadt“in-pLace” Cost 


Sanymetal’s completely flush design makes possible lower 
costs all along the line. Integral, factory-installed hinge 
brackets; concealed flush latch and recessed flush mounted 
hinges mean far faster, easier installation on the job site. 


This unique flush design offers long, service-free life 
and lowest possible maintenance costs. 


Ask your Sanymetal Representative or write direct for 
“Design Studies” by Sanymetal. This full-color collection 
of sketches was developed to help ЕНІ 

design rest room areas that are 

as attractive, comfortable and functional 

as the rest of the structure. 


Exclusive concealed latch 
offers smooth, maintenance- 
free operation. Working 
mechanism is completely 
concealed to greatly facilitate 
installation and cleaning. 


world’s leading 
producer of tollet partitions 
1721 Urbana Road, Cleveland 12, Ohio 


Nameplate 
identifies 
every 
compartment 


Specify 
economical, labor-saving 


SONOCO 
SONOVO: 
FIBRE TUBES 


for voids in 
concrete construction 


Over-all costs go down when 
you plan VOIDED concrete slabs 


In a concrete slab, voids formed with SoNovoip Fibre 
Tubes displace non-working concrete at the neutral axis. 
Thus, while its structural strength is unimpaired, the voided 
slab weighs less and requires less concrete than a solid slab 
of similar load-bearing capacity. 

But, savings accomplished with the voided system don't 
stop with the slab. They are reflected throughout the entire 
structure. Lighter weight voided slabs permit the use of 
smaller supports, foundations and footings: provide greater 
ease of cantilevering; and simplify the installation of utility 


lines during and after construction. 

In buildings, voided flat concrete slabs eliminate the need 
for dropped ceilings, reduce cubage, and offer greater free- 
dom in locating partitions. 

Increase design flexibility and reduce overall costs with 
voids formed by Sonoco SoNovoip Fibre Tubes. Specifi- 
cally designed for this purpose, SoNovoip Fibre Tubes are 
economical, easy to handle and place, and save time, labor, 
materials, and money. Available 2.25" to 36.9" O.D., any 
length — with or without end closures. 


See our catalog in Sweet's or write for complete information to 


SONOCO 
Construstion Products 


5436 


SONOCO PRODUCTS COMPANY, Hartsville, S. C. • La Puente, Calif. * Fremont, Calif. • Montclair, М. J. • Akron, Indiana * Longview, Texas • Atlanta, Ga. ^ Ravenna, Ohio • Brantford, Ont. • Mexico. О.Е. 
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Steelcote 
TILE-X 


(EPOXY BASE) 


tile cleanliness 
tile resistance 
at 1/3rd tile cost 


transforms Haydite 
or concrete block, 
brick, plaster, wood 
and metal into 
chemical resistant 
hygienic beauty 


Steelcote TILE-X is more sanitary than tile. This high density coating is continuous 
— eliminates porous dirt pockets and corrosion that take place in grouting. Steel- 
cote Tile-X produces a surface that meets the most exact requirements for sanitary 
walls and ceilings. It provides architects, builders, and owners with an inexpensive, 
on-the-job application of tile beauty and cleanliness, eliminating the necessity of 
expensive construction and maintenance. In institutions and industry, wherever 
sanitation, attractive appearance and low-cost maintenance are desired, Steelcote 
Tile-X creates a hygienic, dust-free surface at nominal cost. 
FOR SPECIFICATIONS WRITE 
STEELCOTE MFG. CO. - 3418 Gratiot, St. Lovis 3, Mo. - Rodney, Ontario, Canada 


a} PULLS FOR DOORS... 


These new pulls are carefully designed to give lifelong 
beauty and service, Each fulfills all the necessary require- 
ments for easy operation, clean and handsome appearance, 
ease of installation and freedom from maintenance worries. 


CP-14 pull for butt GP-15 pull for re- GP-16 pull of extrud- 
jam. Extruded alum- cessed jam. Extruded ed aluminum, anod- 
inum, anodized finish. aluminum, anodized . d finish. Sna i 
Spring tension holds finish. Spring tension '** » рғ m 
to taped edge. 234” holds to taped edge. place on taped edge. 
or 6” lengths. In 234” or 6” lengths. In 234” or 6’ lengths. 


GP-17 pull of hi-im- WP- 18 Pull for 34" WP-34 Pull for panel 
pact plastic. Standard doors, Extruded alum- doors. Extruded alum- 
color light gray. inum, Faste ith inum, anodized fin- 
Spring tension holds у ns ve ish. Mounts easily. In 
to taped edge Іп screws in' back. In 234" and 6” lengths. 
4 7/16" and 6’ I Igths. 234" and 6' lengths. Other colors available. 


«d mus FOR DRAWERS... 


Here is a family of beautiful drawer and door pulls that 
answers all the problems for commercial furniture and 
cases. Many unique effects can be achieved . . . they install 
easily and quickly . . . they're sturdily designed to give 
years of trouble-free service. 


DP-40 Drawer pull. DP-41 Drawer pull. MC- 42. pese pull. 
Extruded aluminum Extruded aluminum, Aluminum. Slender 
with anodized finish. anodized finish. Flat and graceful with un- 
In 3%” and 6” ог angled to specifi- usual heavy duty 
lengths. Other colors cation. 11%” and 6’ service. 31/2 inches 
available. lengths. wide. Easy installation. 


АЛАСА ЫЗ ; CN: 

DP-43 Drawer pull. DP-44 Drawer б door DP-45 Pull for 
Extruded aluminum, pull. Extruded alum- drawers and doors. 
anodized finish. For inum,anodized finish. Extruded aluminum, 
heavy service. In In 37” б 6 lengths. anodized finish. 
375” and 6’ lengths. Othercolors available. Heavy duty. In 37%” 
Other colors available. & 6’ lengths. 


SEE SWEET'S CATALOG of complete EPCO line under ; 
Arch. File No. 180-Еп and Light Const. File No. Ta-En. = 


FREE 20-PAGE CATALOG of complete EPCO line of Mag- 
netic Catches, EZ-Glide track, and drawer and door pulls on 
request, 


THE ENGINEERED PRODUCTS CU. 


P.O. BOX 108 - FLINT, MICH. - PH. CEdar 9-8689 
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ALUMINUM 


fashioned by Flexalum 
is the 
modern way to treat 
windows, doors, 
patios and carports 


қаш OR A REFUND op 
бады by A 
‘ood Housekeeping 


D 
19745 C. wes 


ЖУ? 


Bridgeport Brass Company, 
Hunter Douglas Division, 
30 Grand St., Bridgeport 2, Conn, 


VENETIANS e VERTICALS 
WOVEN ALUMINUM 
RIGID AND 
ROLL-UP AWNINGS 
in many styles and 
color combinations 


ГЕ 
| 
| 
3 


POWERED 
SCAFFOLDING 


for your 
EXTERIOR... 
BUILDING... 
INSTALLATION... 
ENGINEERING and 
MAINTENANCE PROBLEMS 


жұз: 


А POWERED ROOF TRACK SYSTEM— 
CARRIAGE AND SWING PLATFORMS 
FEATURES: Carriage— Swing Platform runs on 


narrow gauge continuous track around perimeter. 
Track switches for roof storage. 


WRITE FOR POWER SCAFFOLDING and “ROOF RAILER"’ 
brochures, engineering data and installations. 


 PROVOOV OVP OV OV OV ara OV OOO LOO РУ OV ААА А. 


ALBINA ENGINE & MACHINE WKS. 


2100 N. Albina Ave., Portland, Oregon 


igan State University’s College of Education Building was completed 
ecember, 1958. Construction cost, $18.52 per sq. ft. Windows are 


College enroliment explosion 


is creating a new style of architecture 


ae 
OF 


GLASS 


THE QUALITY MARK 
TO LOOK FOR 


In 1945, Michigan State University had an enrollment of 5,622 students. 
Today, 21,000. By 1965, the prediction is 30,000. The only fitting descrip- 
tion for such growth is explosion. 

As students continue to seek admission, the problem is: how can the 
University put up new buildings, almost overnight, that will still be functional 
and up to date for years to come? 

We decided to travel to East Lansing, Michigan, to find out. 

Ralph R. Calder, AIA, of Detroit, who designed the new buildings shown 
in these pages, and the University's supervising architect, Donald Ross, 
met us. We toured the buildings and asked questions. 

The new buildings, like the curricula and teaching methods here, reflect 


glazed with Thermopane® insulating glass with Heat Absorbing Plate in 
the outer pane. Architects: Ralph R. Calder & Associates, Detroit, Mich. 


Library at Michigan State is the fifth largest university library in the nation (in terms of floor 
space). Capacity: 1,000,000 volumes. Cost: $13.10 per sq. ft. Completed December, 1956. 


the changes since the college was founded in 1855. They 
provide an up-to-date environment for learning. 
Question: How long have you been designing buildings 
for Michigan State, Mr. Calder? 

Mr. Calder: It has been my privilege for a number of years 
to have planned with President John A. Hannah buildings 
which reflect his vision for growth and academic achieve- 
ment. 

Question: Why did you break away from the traditional 
style of architecture seen in so many buildings here? 


Mr. Calder: We are establishing new traditions here— tradi- 
tions which will reflect for tomorrow the philosophy of 
this University. 

Question: And how have you accomplished this? 


Mr. Calder: The new tradition is one of efficiency —which 
means efficiency of space—maximum utilization of the 
physical plant. Technological development in materials 
and fabrication has advanced this goal; for example, the 
use of modular construction with insulated glass and 
spandrels packed with efficient insulating materials. 
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Donald Ross, supervising architect; and Ralph К. Calder, AIA. 


Students are comfortable at desks next to 
Thermopane windows in the University Library. 
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Student Services Building, completed in July, 1958, cost $18.75 per sq. ft. Windows in this 
building are also glazed with Thermopane for heating and (proposed) air-conditioning economies. 


Question: Can you be more specific about the use of 
insulating glass? 


Mr. Ross: We wanted large areas of glass because we like 
an “open world" feeling. We have one of the most attrac- 
tively landscaped campuses in the country—plantings of 
more than 3,200 different species of trees, vines and 
shrubs—naturally we want to enjoy them even when 
we're inside the buildings. Daylight is free, so why not 
make use of it to help light our interiors? 

With all that glass, we figured insulating glass would 
pay for itself over the years. It cuts down heat loss through 
windows in winter, lightens the load on our central heat- 
ing plant, and reduces heat gain in summer. We hope 
eventually to air condition these buildings. They’re de- 
signed for it. 

Mr. Calder: I might add that we get more utilization of floor 


space with insulating glass. In the Library, for example, 
you'll see students at desks right next to the windows. 


They’re comfortable there because double glazing reduces 
downdrafts. 


Question: How do you control sky glare? 


Mr. Ross: We have drapes in the Library and Venetian 
blinds in the other new buildings. And the outer pane in 
the double glazing (in south and west elevations) is heat 
absorbing glass. It not only helps reduce sky glare, but 
makes the insulating glass even more efficient. 

Question: Does all this glass impair the use of visual aids? 
Mr. Ross: Not at all. In fact, all new classrooms are 
equipped for use of visual aids and closed-circuit tele- 
vision. Blinds and drapes are sufficient to subdue the 
daylight. 

Question: How do the students and faculty like the new 
buildings? 

Mr. Calder: Their enthusiastic use of the 

buildings demonstrates this. 


Windows in lounge in Student Services Building overlook older university 


buildings and a beautifully landscaped campus and gardens. 


Two panes of glass 


Protective Blanket of dry air THERMOPANE®— For maximum comfort and for heating and air- 
À insulates windo! 8 : H Ч 

aluminum Iu ыы ы conditioning economy, use Thermopane insulating glass in windows. Heat 

атеш loss is cut іп half, compared to single glazing. Drafts near windows аге 


Bondermetic (metal- reduced. Outside noises аге muffled. Thermopane is available with either 
to-glass) Seal” keeps 
air dry and clean = . "ү 
Impact absorbing , Ы aluminum frame, or with а glass seal. GlasSeal® Thermopane is ideal for 


cushion preglazed sash. 


a metal-to-glass Bondermetic Seal® and enclosed in an edge-protecting 


TUF-FLEX®—Tempered plate glass is 3 to 5 times tougher than 
regular plate glass of the same thickness. Yet it’s as clear as any fine 
plate glass. If maximum resistance is reached, Ти/-Лех disintegrates 
into relatively harmless, rock-salt-size particles. 

Recommended for gymnasiums, entrance doors and sidelights, areas 
facing playgrounds . . . any area where students and missiles are in 
rapid motion. 


J PARALLEL-O-GREY 


THREE KINDS OF PLATE СІ.А66-- To achieve clear vision 
from inside and a richer appearance on the outside, use twin-ground 
Parallel-O-Plate® Glass in windows. For control of sun heat and glare, 
use Parallel-O-Grey® or Heat Absorbing Plate. Parallel-O-Grey is neutral 
grey in color. Heat Absorbing Plate is pale bluish-green. Both effectively 
reduce transmission of sun heat to keep interiors cooler, but Parallel-O- 
Grey is more effective in reducing glare. 


MIRROPANE®— Wherever it is desirable to observe people without 
their knowledge, Mirropane, the *see-thru" mirror, is the answer. On 
the brighter side it's a mirror that reflects objects in the room. From 
the darkened observation room, its a window you can see through, 
but you won't be seen. Mirropane can now be made of Parallel-O-Grey 
to provide *see-thru" vision with light differentials as low as 3 to 1 
between rooms. 


VITROLUX°®— Used instead of masonry as an exterior facing material, 
also for interior partitions. Rich color, fused to the back of this clear, 
heat-strengthened plate glass, adds youthful beauty and cheerful 
character to any structure. It is resistant to weathering, crazing and 
checking. Standard maximum sizes of Vitrolux panels go up to 48" x 84". 
Special orders up to 60" x 84". Thickness: 4” plus lá" minus 1$". 
Sixteen standard colors, plus black and white. Also in nonstandard 
colors, subject to manufacturing limitations. 


For information on these L-O-F products, refer to Sweets Archi- 
tectural File 26-A, or call your І`О`Е Distributor or Dealer 
(listed under “Glass” in the Yellow Pages). Or write to Libbey: 
Owens’ Ford Glass Co., 811 Madison Ave., Toledo 7, Ohio. 


LIBBEY-OWENS-:FORD a Great Name in Glass торот, он! 


AP-105 Litho in U.S. 


For details of home installations, see Sweet’s Light Construction File, 11c/Be. A 


MODERN HOMES 
are designed. for 
pleasant living. When 
you plan for built-in 


telephone outlets and 


| wiring concealed within 


| walls, you offer full 


telephone convenience... 


preserve interior beauty. 


Bell Telephone System 


Ê | 
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FIXED CABINETS - OPEN OR CLOSED 
TWO HEIGHTS - 28" AND 32" 
WITH ADJUSTABLE SHELVES, 

CUBICLE DIVIDERS, AND TOTE TRAYS 
CHOICES OF SIX COLORS, VARIED 


WITH SHELVES - 2% 3’ AND 4' 


WITH CUBICLES -3' AND 4* 
Біз 
Б 


لل 
WITH TOTE TRAYS - 4' ONLY‏ 


STALLS AND 


COUNTER TOPS 
TO HOLD THE MOBILE CABINETS 

MOBILES, AND ОРЕМ OR CLOSED~ 4’ 
FOR WORK SPACES АЛУ ARRANGEMENT 


A wide variety of fixed and mobile storage cabinets 
for integration with classroom heating and ventilating 
or year-round air-conditioning units... 


Wren you shape America’s schools you help to shape tomorrow! 

For schools more than ever now are designed to shape America’s children. 
You start today with carefully prepared educational specifications. 

And to carry them out, you know that the learning spaces must be equipped 
for automatically controlled heating, ventilating, air conditioning. 

And teachers must have the tools that promote active learning. 

Nesbitt gives you products to meet both these needs in the 600 Line: 

the famous Syncretizer (unit ventilator or year-round air conditioner), 
Wind-o-line radiation, and a whole family of versatile storage cabinets 

in lines and colors to challenge your skill and ingenuity. 


Take a good look at air conditioning 


Longer school years are on the way; summer comfort conditioning 

is a live consideration. You can install Nesbitt Year-Round Syncretizers 
to function at first as heating, ventilating, and natural-air 

cooling units; and the chillers may be added whenever you wish. 

By designing the building with air conditioning in mind, you often 
can save enough to pay for the difference in cost. 

Talk with a Nesbitt man, or send for Publication SP-1060. 


| Gita Т 4 
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MADE AND SOLD BY JOHN J. NESBITT, INC., PHILADELPHIA 36, PA. 
Sold also by American Standard Industrial Division, and American Standard Products (Canada) Ltd. 


SINK AND 
BUBBLER 
CABINETS 
4' LENGTH 


FOR IN-LINE OR ALL CABINETS ARE FOR 
| RIGHT-ANGLE INTEGRATION WITH THE 
COUNTER WORK SPACES INSTALLATION NESBITT UNIT VENTILATOR 


HAVE VINYL OR HARDTOP SURFACE OR AIR CONDITIONER 
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Owner: Grand Central Building, Inc.; Erwin $. Wolf- 
son, President; Jack Cotton, Chairman. Architects: 
Emery Roth and Sons. Design Consultants: Walter 
Gropius; Pietro Belluschi. Structural Engineer: James 
Ruderman. Mechanical and Electrical Engineers: Jaros, 
Baum and Bolles. General Contractor: Diesel Con- 
struction Company, Inc.; Carl A. Morse, President. 
Mechanical Contractor: Raisler Corp. Pipe Jobber: 
Chas. F. Guyon, Inc. 


Always insist on steel pipe 
s made in U.S.A. 


for Strength 


Economy 
. Versatility 


Export Sales: Bethlehem Steel Export Corporation 
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BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


BETHLEHEM STEEL 


“City in the sky" 
will be heated and 
air conditioned 

With the help of 
some 2000 tons of 
Bethlehem Steel Pipe 


Pan Am Building, the world's largest 
commercial office building, is scheduled 
for completion in late 1962. Rising 59 
stories tall, on a site directly behind 
New York's Grand Central Station, it 
will house a population of 25,000 people 
working in nearly 22,000,000 cubic feet 
of air-conditioned comfort. 


*Continuous Buttweld to 4 in., nom. 
Electric Resistance-Weld to 16 in., OD 


> Great new things 
are shaping up in concrete block 


Atlas Masonry Cement provides the right mortar 


A sculptured stone look is produced with decorative "Hi-Lite" concrete block here in single half- 
pyramid design. In exposed masonry construction, the projected face of this unit creates unusual 
highlights and shadows, pyramids, prisms, diamonds, gables. O For laying up “Hi-Lite” block, as 
with other masonry units, ATLAS MASONRY CEMENT continues to be the preferred cement for mortar. 
It produces a smooth, workable mix, provides a strong bond, gives weathertight joints that are uniform 
in color. And ATLAS MASONRY CEMENT complies fully with ASTM and Federal Specifications. For infor- 
mation on masonry cement write: Universal Atlas, , 

Dept. M, 100 Park Avenue, New York 17, N. Y. Universal Atlas Cement 
Division of 

United States Steel | 


OFFICES: Albany * Birmingham * Boston > Chicago > Dayton > Kansas City - Milwaukee > Minneapolis * New York Philadelphia * Pittsburgh - St. Louis * Waco 


“USS” and “Atlas” are registered trademarks 
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a М FW design 


in floor hinge door control 


ALL controls built-in 


OFFSET HUNG 
34" or 1^" 
single acting 


ALL controls built-in 


CENTER HUNG 
single acting 


for entrance, vestibule and heavy interior doors 


104 


door closer, positive dead stop, 
ien -open plus complete control over both opening and 
closing action... all built-in and all invisible; no un- 
sightly arms or mechanisms to be tampered with or to 
create stumbling hazards. 


For the first time, a floor type door closer that 
offers all these adjustment possibilities, after installation. 
Easily accessible adjustments at the floor make it pos- 
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sible to adjust for EXACTING variations from slow 
to fast closing, from gentle to firm latch pressure, from 
very light to very firm back-check resistance... yes, 
even the hold-open can be changed whenever you wish 
from automatic hold-open to non-hold-open or vice 
versa simply by turning a set-screw in the floor plate. 
The No. 27 and No. 28 offer a veritable control-panel 
for optional local adjustment of door opening and clos- 
ing action. 


for the first time... 


FULL ADJUSTMENT CONTROL PANEL 
at the floor 


spring tension adjustment 
for unusual wind and draft 
conditions. 


screw for adjusting 
latching speed of 
door from 15° to fully 
closed. 


*'On-Off'' hold-open selector 
screw for setting at either 
automatic hold-open or non- 
hold-open. 


screw adjustment for 
changing back-check 
pressure from very light 
to very firm. 


complete, EXACT adjustment of every control 


screw for adjusting 
closing speed of door 
from open to 15°. 


—Ó—Ó—nà 


3 HOLD-OPEN OPTIONS 


NON-HOLD-OPEN | x CN 
When specified, furnished without hold-open. Door j >. 
stops at choice of three factory-set positions: 859, 
90° or 105°. 


AUTOMATIC HOLD-OPEN 
` When specified, furnished with automatic hold-open. 


~ 
~ 
n ы 


Жу айбе speed 


oe 2 closing speeds Door stops and holds automatically at choice of 
positive dead stop hydraulic back-check —independently _ three factory-set positions: 85°, 90° ог 105°. ) 
А positive door stop A hydraulic resistance adjustable | 


is built in to stop the 
door at choice of any 


SELECTOR (on-off) HOLD-OPEN 


When specified, furnished with on-off selector screw. i 


slowsthe door'sopening 


action during the final The closing speed 


one of three factory- 
set positions—85°, 
90° or 105°—speci- 
fied when the closer 
is ordered, 


half of the opening 
swing. This back-checkis 
always easily adjustable 
tovary from light to firm. 


from open to ap- 
proximately 15° can 
be varied by one ad- 
justment and the 
latch speed from 15? 
to closed position by 
another. 


When the selector screw is turned to ''ON'', the door 
stops and holds automatically at choice of three fac- 
tory-set positions: 85°, 90? or 105°. When the selec- 


tor screw is turned “ОҒҒ”, the door stops at the | 


specified factory-set position and the hold-open 
does not function. 


ee ———————À1 


T — | Please send complete details on Nos. 27 and 28 ! 
ill in and mail coupon | жі =A { 
THE OSCAR С. RIXSON COMPANY !,.. 
9100 west belmont ave. e franklin park, ill. l - i 
855 
CANADIAN PLANT: 43 Racine Ка. (Rexdale Р. О.) Toronto І ы | 
L Еа ааа ee ||| Ar і 
—— — — —À — — — шш — — е-е е-е — «еш «ме — «ее «ее еме —— — — т uw | 
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WAUKESHA COUNTY 
COURT HOUSE 


[ТҮТҮГҮ 


LM 


Plumbing Fixtures and 
Fittings by 


KOHLER or KOHLER 


The three and a half million dollar court house in 
Waukesha, Wisconsin is a symbol of growth and achieve- 
ment. Kohler Fixtures and All-Brass Fittings match its 
high standards of quality and design. 

The installation includes Juneau lavatories with extra PER ace 
wall-bearing surface for strain-resistant anchorage; effi- lavatories, 
cient, siphon-jet Kingston closets; Branham urinals with K-1623-A. 
positive flow control; Glenbrook drinking fountains; and 
Bannon service sinks. The county 
jail, within the building, also has 
Kohler Fixtures. 

Kohler Fittings are All-Brass. 
This gives them the utmost wear- 
and-corrosion resistance, assures 
longest chrome-finish life. The 
VALVET interchangeable valve 
units keep maintenance costs down. 

Kohler quality in public building 
installations means distinguished 
contemporary styling, together 
with maximum durability and 
economical maintenance. 


KoHLER Co. Established 1873 
KOHLER, Wis. 


Kingston closet, 
K-4420-ETA. 


Branham urinals, 
K-4881. 


KOHLER оғ KOHLER 


ENAMELED IRON AND VITREOUS CHINA PLUMBING FIXTURES • ALL-BRASS FITTINGS • ELECTRIC PLANTS • AIR-COOLED ENGINES e PRECISION CONTROLS 
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ІМ HOUSTON'S EVER-CHANGING SKYLINE | 
| THE FIRST CITY NATIONAL BANK FEATURES 


CURTAIN 
WALLS)” 


| GENERAL I BRONZE | 


— 


| 


| 
| 
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. The location happens to be Houston, Texas and the 

_ building is the First City National Bank, but wher- | 
ever it may be the story follows a familiar rmg— | 

“Curtain Walls are by General Bronze.” | 


. Whenever architects want to make sure their most | 
important jobs will be soundly engineered, precision | 
_ fabricated and carefully erected, they turn to General 
Bronze. Our many years’ experience in this highly | 
specialized method of building enables us to assure | 
' not only the architect, but the contractor and owner fi 
|... as well, of complete ав in every regard on | 

` every. |, : D 
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s To combine beauty of adim with practical function- | 
. alism, the architects Skidmore, Owings & Merrillused | 
fixed aluminum sash, set in approximately 56” from 
the outside perimeter of the building. This not only 
es each floor as an effective sunshade but also pro- | 
es a convenient and safe area for window washers. | 
cess to the outside is through two door units оп | 
ch floor. Another interesting feature of the building 
the effective use of gasket glazing throughout. | | 
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r your next job, whether it be large or small, specify | | 

игізіп Walls by General Bronze." You'll be glad | 

u did. The GB sales representative in your area is | m n и! amu s 
anxious to be of service. Call him in before your plans | B" 

t too far along. Our catalogs are filed in Sweets. f 


First City National Bank, Houston, Texas 
Architects: Skidmore, Owings | 
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PERMATITE DIVISION —Windows, Curtain Walls, Architectural Metal Work. 
ALWINTITE DIVISION — Stock-size Aluminum Windows and Doors. 
BRACH MFG. CO. DIVISION — Radio, Television and Electronic Equipment. 
STEEL WELDMENTS, INC. DIVISION — Custom fabrication in Steel and Iron. 
GB ELECTRONICS DIVISION — Telemetry and Tracking Antenna Systems. 
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GENERAL BRONZE 


CORPORATION > GARDEN CITY, N.Y. 
SALES OFFICE: 100 PARK AVE., NEW YORK 17, N. Y. 


PROBLEM: To PROVIDE YEAR 
"ROUND COMFORT FOR 12 DIFFERENT 
ZONES IN A 40,000 SQ. FT. LIBRARY 


Lennox solution: Ten Lennox LANDMARK® 
units provide individually controlled heating 
and cooling for each zone. The main floor, with 
six rooms, is supplied a total of 23,300 CFM 
and 6014-tons cooling. Four mezzanine rooms 
are served by three 10-ton LANDMARK® units. 
The basement area utilizes the same equipment 
used on the 1st floor and mezzanine. Air-cooled 
condenser-compressor units are located on con- 
crete pads outside the central equipment room. 


LENNOX 


© 


A Single Source 
for Heating, 
Ventilating, 

Air Conditioning 
in Business, 
Industry and 
Schools 
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Now, Lennox offers you а complete line of warm air heating and 


air conditioning equipment... all from one central source. Huge-capacity 
industrial heaters with up to 2,000,000 Btuh capacities... unit and duct 
heaters . . . COMFORT CURTAIN® systems for schools . . . air conditioning 


equipment for every size job... all designed, tested and manufactured in 
our own factories. You deal with one company, represented by one man. 
He's a professional heating and air conditioning technician, ready to be- 
come a part of your team. He'll relieve you of bothersome details and red 
tape, and make sure you have the right equipment on the job, when you 
need it. For more complete information on the Lennox line of heating and 
air conditioning equipment, write LENNOX, 516 S. 12th Ave., Marshall- 


town, Iowa, or phone your nearest Lennox office listed on the facing page 
and ask a technical representative to call. 
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PROBLEM: RAISE THE TEMPERA- 
TURE OF CRUDE RUBBER STORED IN 
BOXCARS, FROM OUTSIDE TEMPERA- 
TURES TO 120° F. 


Lennox solution: 500,000 Btuh unit heaters are 
connected by canvas ducts to incoming boxcars 
loaded with crude rubber. When the load is 
heated, the canvas ducts are easily disconnected 
and another boxcar is brought into position. 
The Lennox units are designed to provide the 
high discharge air temperatures required for 
this type of process without affecting their 
efficiency and long life. Lennox direct-fired 
heaters, ranging in capacities up to 2,000,000 
Btuh, are used extensively in industry for heat- 
ing, cooling, ventilating, make-up air and process 
application. 


PROBLEM: HEAT, FRESH-AIR 
COOL AND VENTILATE A 12-CLASS- 
ROOM SCHOOL FOR LESS THAN $1.25 
PER SQ. FT. 


Lennox solution: A Lennox COMFORT CURTAINO 
system that provides individual room-controlled 
fresh-air, cooling, ventilating and heating in- 
stalled for only $1.07 per sq. ft. Gas fired 
heating sources, in approved construction heater 
rooms, are located on exterior walls between 
each two classrooms. An air processing unit in 
each room meters precise amounts of fresh, 
heated or return air through functional book- 
shelf duct sections across the full length of each 
classroom exterior wall. Minimum structural 
requirements and ease of installation reduced 
both initial cost and over-all expenditures. 


Dont be satisfied with less than 


LENNOX 


HEATS-* COOLS • TREATS*AND MOVES AIR 


tae ج‎ 


IN HOMES IN CHURCHES IN SCHOOLS 


— еді 


IN BUSINESS IN INDUSTRY 


LENNOX INDUSTRIES ІМС., FOUNDED 1895 — MARSHALLTOWN AND DES MOINES, IOWA; COLUMBUS, OHIO; 
SYRACUSE, NEW YORK; DECATUR, GEORGIA; FT. WORTH, TEXAS; SALT LAKE CITY, UTAH; LOS ANGELES, CALI- 
FORNIA. LENNOX INDUSTRIES (CANADA) LTD.— TORONTO, MONTREAL, CALGARY, VANCOUVER, WINNIPEG. 
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SEE OUR 
CATALOG IN 


WILL THIS BANK BE OBSOLETE BEFORE IT'S BUILT? 


Not with proper planning by three experts. The 
banker for objectives and supervision. You for 
construction and decor. And a LeFebure repre- 
sentative for record keeping and cash han- 
dling systems. For complete information on 
LeFebure's free Architects Service Division, 
write today to the LeFebure Corporation, 
Cedar Rapids, lowa. 


Bank systems and equipment. 


LeFebure is a subsidiary of Craig Systems, Incorporated 
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WEATHER-RESISTANT 


PARAPLEX® P-444 


acrylic-polyester resin 


made with 


Look for the label D 
that assures weather resistance... 
high strength... pleasing appearance 


This label on a glass-fiber reinforced panel is your assurance 
of unmatched weatherability. It appears only on panels made 
with PARAPLEX? P-444 acrylic-polyester resin. Extensive 
laboratory and field tests have proved that the proper 
combination of acrylic and polyester resins produces the best 
weather resistance in reinforced panels. This combination is 
found only in PARAPLEX P-444, made by Rohm & Haas. The 
resin also imparts pleasing appearance, high strength, excel- 
lent light transmission, and ease of installation. Write for the 
names of panel manufacturers who use PARAPLEX P-444. 


ROH VI 
HAAS 


PHILADELPHIA 5, РА. 


РАКАРШЕХ Р-444 
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an ideal specification for silent, efficient 
PATIENT ROOM DOOR CONTROL 


GJ 300 
series 


"shall have GLYNN-JOHNSON 


GJ 300 series CONCEALED (or surface mounted) OVERHEAD FRICTION 
TYPE DOOR HOLDER." (Nurse may set door at any desired degree of 
opening for ventilation or privacy. Door cannot slam open or shut.) 
"GJ KH 1 COMBINATION HAND AND ARM PULLS to be mounted back 
to back as a pair." ( Convenient for opening door from either side with 
sterile hands or when carrying loaded trays.) 

"GJ 30 ROLLER LATCH." (Eliminates disturbing latch “clicking” sound. 
Replaceable rubber roller silently engages dirt-free strike. Latching 
pressure adjustable. ) 

“THREE GJ 64 for metal frame (or GJ 65 for wood frame) RUBBER 
SILENCERS." (Form pneumatic air pockets to absorb 
shock or noise of closing and create constant latch 
tension . . . no door rattling.) 


prr қ A Ni write for HOSPITAL DOOR CONTROL brochure E-4 
above ardware can е 
quickly installed оп existing © GLYNN*JOHNSON CORPORATION 


М 5529 
patient room doors. 4422 n. ravenswood ave. chicago 40, illinois 


This ideal specification for patient 
room doors is used in such outstanding 
hospitals as: 


Kaiser Foundation Hospital, Los Angeles, Calif. 
Wolff & Phillips, Portland, Oregon — architects 


Oak Park Hospital, Oak Park, Illinois 
Shaw, Metz and Dolio, Chicago — architects 


Providence Hospital, Washington, D.C. 
Faulkner, Kingsbury & Stenhouse, Washington, 
D.C. — architects 


Rhode Island Hospital, Providence, В. I. 
Shepley Bulfinch Richardson & Abbott, Boston, 
Mass. — architects 
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[© — there's no place to hide... 


Topay it is hard for termites to find a “hearty 
meal" in newly constructed homes. That's 
because up-to-date architects and builders 
are using aldrin insecticide to knock out 
termites before they cause damage. 

Aldrin is an alkali-stable, F.H.A. approved 
insecticide for use on all types of home con- 
struction—slab— basement —and crawl space. 


New projects can be treated without inter- 
rupting normal construction work and builders 
can safely give home owners a guarantee... 
confident that aldrin protection will last for 
years. 

For full information on aldrin termite pro- 
tection for new construction see your local 
Pest Control Operator or write to: 


allelrin 


FOR PRECONSTRUCTION TERMITE CONTROL 


SHELL CHEMICAL COMPANY 


AGRICULTURAL CHEMICALS DIVISION 
110 West 515% Street, New York 20, New York 
ATLANTA е NEW ORLEANS • ST. LOUIS * SAN FRANCISCO 
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Dg ag a (antes ald E 
ACI TOTES 


NOW IN 
EXTRUDED ALUMINUM 


Designed for Architects » Engineers » Contractors 


Whatever the architectural specifications, the slim- 
trim distinctive design of Stripline extruded aluminum 
slot-type diffusers blends in perfectly with the general 
decor. Stripline with separate plaster frames and 
removable cores eliminates screwholes, leaves the 
decorative surface unmarred. 


Stripline is INCONSPICUOUS... PRACTICAL, can 
be located anywhere to suit the interior designer’s 
preference...in walls...ceilings...coves...moulds... 
window sills. Stripline is supplied as a continuous 
decorative unit, or in sections, to meet any require- 
ments of interior treatment or airflow. 


Unlike side wall grilles and air discharge slots, 
Stripline diffusers incorporate the exclusive Agitair 
diffusing vanes. These built-in diffusing vanes pro- 
duce extremely high turbulence and aspiration... 
achieve rapid temperature equalization...insure the 
distribution of tempered air unvaried over a pre- 
determined area without any noticeable air motion. 
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In the design of Stripline extrusions, top priority 
was given to solving the contractors installation prob- 
lems. These units are now made with removable 
cores and separate plaster frames for surface or 
flush installations. An integral part of each diffusing 
core is the unique coil spring-lock which further facili- 
tates the installation of Stripline when used as a con- 
tinuous unit or where sections are required. This 
spring-lock feature locks the unit firmly in place, and 
eliminates the use of screwholes and screws. 


For more information write for 
technical catalog ES-105 


AIR DEVICES INC. 


185 MADISON AVENUE » NEW YORK 16, N.Y. 


BETTER PRODUCTS FOR 
AIR DISTRIBUTION » AIR CLEANING » AIR EXHAUST 


RECESSED VENDORS 
KOTEX 


O KEEP PACE with the latest architectural designs, Kimberly- 

Clark has styled a brand new recessed dispenser for Kotex 
feminine napkins for rest room use in schools, offices, stores; in- 
dustrial and public buildings. This unobtrusive, built-in vendor 
holds 63 individually boxed napkins. 33 vend from a single 
loading, 30 are held in storage. 


These streamlined, sturdy, pilfer-proof vendors add a much 
appreciated service to any public building. They are available 
with either a five-cent or ten-cent coin mechanism. 


Available in durable white enamel, satin chrome, gleaming 
polished chrome and stainless steel. Matching frame for re- 
cessed installation. (Other vendors that can be surface mounted 
are also available.) 


Cabinet size: 
5" x 11" x 206° 


FEINNE KAPINS 


RECESSED DISPENSER 
FOR KLEENEX TISSUES 


Holds full box of Kleenex 200’s. Dispenses one 
tissue at a time. Mirror-chrome finish. Holes in 
back and side make it easy to fasten to studding. 


Forfurther details on how these attractive new 
recessed dispensers for Kotex napkins and 
Kleenex tissues can fit into your plans, see 
Sweet’s Architectural File Cat., Section 27e/Ki. 
or write to Kimberly-Clark Corp., Dept. AR-31, 
Neenah, Wisconsin. 


KOTEX and KLEENEX are trademarks of KIMBERLY-CLARK CORPORATION 


KIMBERLY-CLARK CORPORATION NEENAH, WISCONSIN 
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Administrative Headquarters, International Salt Company, Clarks Summit, Pa. Architects-Engineers: Von Storch & Burkavage. 
General Contractor: Breig Bros, Steel Fabricator and Erector: Anthracite Bridge Company, who fabricated and 
erected some 450 tons of Bethlehem structural shapes for this building. 


A handsome steel frame 


for “Salt Headquarters” 


) for Strength 
. . . Economy 
. Versatility 


Entrance from parking lot. Note unusual effect Balcony of the lounge-cafeteria wing overlooks a 
achieved by hanging roofs on the lower flange of beautiful valley. All columns and beams supporting 
the roof beams, instead of the upper flange. this balcony are left exposed and painted red. 


Colorful curtain walls make an eye-appealing Steel-framed “floating” staircase dominates 
exterior. Porcelain-enameled steel panels are the handsome main entrance lobby. 
blue, steel columns and beams are red, 


Wherever you look at the new administrative headquarters of International Salt 
Company, you see steel—exposed structural steel framing, steel roof deck, 
porcelain-enameled steel panels outside, steel wall partitions inside. 

This attractive building dominates a hilltop in a country setting outside 
Scranton, Pa. Great expanses of glass, glazed to slender steel columns, bring the 
surrounding countryside inside to join the brightly painted interior. Blue 
porcelain-enameled steel panels complete the curtain-wall construction, and 
provide a striking contrast to the exposed steel frame which is painted red. 

International Salt wanted a flexible building. And they got it, thanks to 
steel construction. It will be a simple matter to add a new steel frame to the 
existing one if expansion becomes necessary. The interior steel wall partitions 
are easy to take down and re-erect, and make possible many variations in 
room arrangement. 


BETHLEHEM STEEL |! 


STEEL 


BETHLEHEM STEEL COMPANY, Bethlehem, Pa. Export Sales: Bethlehem Steel Export Corporation 


Structural frame is exposed inside, too. Here it 
lends beauty to the employee lounge and cafeteria Steel wall partitions throughout the building 
(rear), and emphasizes the sturdiness of the structure. provide complete interior flexibility. 


T 


ADAMS RITE's exclusive Ms lock more than 
doubles security for narrow stile doors, making 
forced entry impossible without the complete 
destruction of the door channel. This double 
security is made possible by linking the stile and 
jamb together with a counterbalanced laminated 
steel bolt-measuring a full 1%” from a 

backset as short as %”; and unlike standard 
locks, the MAXIMUM SECURITY retains as much of 
the bolt within the locking stile as is projected. 


Compare the Adams Rite Ms lock—with its pro- 
tective long bolt—with ordinary locks and you'll 
see the double protection of MAXIMUM SECURITY. 


Write today for complete specifications 
and information. 


ADAMS RITE 


MANUFACTURING COMPANY 
540 West Chevy Chase Drive, Glendale 4, California 
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"Guessing games" are out-of-place in today's busy laboratories. 
So it's wise to bear these important facts in mind when you 
consider laboratory sinks: There is no question of which sink 
takes which corrosive (weak, mixed or concentrated) when 
you install *U. S." Chemical Porcelain Laboratory Sinks. One 
“U. S." sink handles 'em all, hot or cold! Even hydrofluoric 
acid and hot caustics can be safely handled with normal 
routine rinsing. No "chemical resistance" tables required. No 
chance for error and costly damage. 


Sinks made of solid, non-porous chemical porcelain also have 
the other features you want. Attractive appearance. Time- 
tested durability. Superb heat-shock resistance. Smooth glazed 
surfaces, rounded corners for easy cleaning. Non-staining, 
non-absorbent, no maintenance problems. 


See the wide range of standard types and sizes at your Laboratory 
Furniture Dealer. Or write direct for new Bulletin L-8R. 


CHEMICAL CERAMICS DIVISION 


98-G 
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NEVER BEFORE 
SO MANY OUTSTANDING 


в 
<. Adi 2 
А 24 25% UNIT CROSS SECTION 


NEW 25% upward component unit with a 


i crosswise shielding of 30°. 


10% 10% 


10% UNIT CROSS SECTION 


by NEW 10% upward component unit with a 
crosswise shielding of 13°, available 
in two and three-lamp construction. 


Listed by Underwriters’ Laboratories 
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Yes, here is industrial lighting that lifts light levels to 
new highs. The answer to demands for more and better 
lighting from each fixture, without added cost. Now, 
Benjamin has custom-engineered an entire line to meet 
the varied requirements of modern industry. Only 
Benjamin could bring you RLM quality at such a truly 
economical price. 


Examine the complete Benjamin lines of e POWER GROOVE 
* SHO-VHO units e SLIMLINE 9 40-WATT and 800 ma. RAPID- 
START UNITS. See how Benjamin gives you extra value for 
your lighting dollar. Call your Benjamin representative today to 
plan the correct custom-engineered fixtures for your use. 


NEW PROTECTED FLUORESCENT UNITS available with com- 
pletely corrosion-resistant monel metal lampholders, porce- 
lain frames, stainless steel spring clips, in addition to the 
famous Benjamin one-piece housing. 


BREAKS THE LIGHT BARRIER IN 


RLM (Quality at a New Low Price 


1 SNAPLOX LAMPHOLDER Write for Bulletin F — new 20-page technical and 
Snaps into wiring channel and locks in position, specification bulletin on Benjamin Industrial Fluorescent 
j iai E: ing. lighting. Address Benjamin Division, Thomas Industries, 
senting rigid: оварен ветила luc; 207 Et Broadway, Louisville S Ky. Dept. ВА В-ВИ 
2 CONCEALEDICOUPLER QU а ы c АЫ nN Ак, з сы ee 2 ч 
Slides inside wiring channel, allowing units to Ге жағатын аура Қ Р 
butt snugly together for easier continuous row Сш EE e y 
installation. 3 72 ғафамант 
ЗШО 
3 TWIST-LOCK THUMB LATCH ayy НЕКОЕ 
Simplified thumb latch offers new ease in reflector THOMAS INDUSTRIES INC. 
; ; The World's Largest Single Source of Lighting for Industry, Com- 
installation. merce and Home. 
4 DOUBLE EMBOSSED REFLECTORS Send FREE copy of 20-page Bulletin F on 


Industrial Fluorescent Lighting to: 
Extra rigidity is added by vertical embossed ribs and 


horizontal ridges. Gives extra strength and assures E MR SEETHER 
rattle free installation. ADDRESS 
5 EXTRA STRENGTH WIRING CHANNEL cITy___________ZONE arate 


Reinforced ribs insure rigidity, serve as a holding NAME. 
element for all Benjamin sliding hanger suspensions. Qe 


ARCHITECTURAL RECORD March 1961 121 


You give more value 
and cut your building costs 


WITH 


` HOMASOTE 
PRODUCTS 


With Homasote Board-and-Batten you save $220 or more on 
the exterior walls of a 3-bedroom house 26’ x 36’. You save 
this on the materials costs alone. You save still more money 
because you cover 1,000 sq. ft. with only eleven 8’ x 12’ panels. 


Homasote Products help you cut your costs—because of the 
many sizes (up to 8’ x 14’) in which they are available—and 
by their weatherproofness. They lend themselves to many uses 
other materials do not. 


The major facts about each product are presented in briefest 
terms—on a colorful Nutshell Card (as pictured at left). 
Handy reference tables — such as board feet content — are 
included. Ask your Lumber Dealer—or write us—for a set 
of these cards. Each shows you where you can save money at 
some point of construction—and still give the home owner 
higher quality, finer appearance and more lasting satisfaction. 
Апа — be sure you always have available a copy of the latest 
edition of the 72-page Homasote Handbook. Kindly address 
Department С-4. 


HOMASOTE 
BOARD-AND-BATTEN 


saves you $220 or more 
on your exterior walls 


LIVING 
SLEEPING 


TO WIDEN YOUR MARKET...get the full facts about Vacation and 
Small Homes, Farm and Utility Buildings constructed by the new 
Versitruss-Panel System. Also — ask about Homasote's Vacation and 
Small Home Financing Plan. 


HOMASOTE 


TRENTON 3, NEW JERSEY 
Homasote of Canada, Ltd. е 224 Merton Street © Toronto 7, Ontario 
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“THE ENTIRE HEATING, 
COOLING AND PLUMBING 


Lafayette Park Pavilion 
Apartments, Detroit, Mich, 
Architect: 
Mies van der Rohe 
Mechanical Engineer: 
William Goodman 
Mechanical Contractor: 
General Piping, Inc. 


® 
SYSTEM IS DEPENDENT UPON B&G pumps” 


The dual-temperature heating and cooling system of 
this history-making high-rise is designed around the 
circulation of hot or chilled water to various room 
air handling units. This water is circulated by two 
B&G U-13T Universal Pumps. 


Says Albert Weiss, president of General Piping, the 
mechanical contractors: “Тһе entire heating, cooling 
and plumbing system is dependent upon B&G Pumps 
—a total of 12, including two High-Velocity Boosters 
and two Universal Pumps. 

"After the system was put into initial operation 
and all minor adjustments and servicing performed, 
we have had no service call-backs to date. 

“This freedom from maintenance problems on all 
water circulation, as well as quietness of operation, 


are the main reasons why B&G Pumps were specified 
and why the contractor enjoys installing them." 


B&G Pumps are designed and built specifically for 
heating and cooling systems. That explains why, in 
mass housing projects or single dwellings, over 
3,000,000 are in service in such systems today. 


б BELL & GOSSETT 
с О M P AN Y 


Dept. GO-32, Morton Grove, Illinois 
Canadian Licensee: S. A. Armstrong, Ltd., 
1400 O'Connor Drive, Toronto 16, Ontario 
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"Don't send a pony 
to do a horse’s job" 


A conversation you might hear around any good raceway. 


Man with necktie: “WOW! It seems a lot higher once you’re up here. Okay. Let’s get this over 
with. Tell me. Why steel conduit instead of . . .?" 


White shirt: “Mainly because steel is stronger and gives us excellent protection against 
damage to conductors." 


Work shirt: “Its easy to install. You can thread with regular dies, and you don't need 
special lubricants." 


Necktie: “Well, that ought to do it. I just wanted a few facts to put in a report I’m 
making. Let's go back down and...” 


Work shirt: “You don’t have to baby steel conduit. You can bend it without worrying about 
it flattening out or crinkling." 


Necktie: ‘Fine. Okay, let's get down off...” 


White shirt: “Steel conduit can be installed in all atmospheric conditions and hazardous 
locations." 


Necktie: ‘Well, that wraps 'er up. Let's go down апа...” 
Work shirt: ‘You don't have to give steel any special coating for concrete installations." 
Necktie: “Tve never been up on one of these things before . . . feel a little shaky . . .” 


White shirt: “Steel conduit provides a grounded metallic system; induced currents are 
drained off without danger." 


Necktie: Let's go down." 


Work shirt: “Steel conduit has a smooth interior... makes it easy to pull and fish wires. 
Saves time and money." 


Necktie: Let's go down." 


White shirt: “We wouldn't use anything but steel conduit here. You know ... don't send a 
pony to do a horse's job. Okay. Want to go down?" 


Necktie: “Yes...yes...steel conduit... certainly!" 


America's leading steel pipe manufacturer supplying America's foremost con- 
duit manufacturers. 


National Tube 


H Division of 
` . 
United States Steel 
This mark tells you a product is made Columbia-Geneva Steel Division, San Francisco, Pacific Coast Distributors 
of modern, dependable Steel. United States Steel Export Company, New York 
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Mr. Simpson in front of Pittsburgh building where G-E Remote-Control Wiring saves $700-$800 a year. 
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“G-E Remote Control Switching 
solved a 33-story problem for us?" 


... Mr. T. J. Simpson, Assistant Superintendent Grant Building, Pittsburgh, Pa. 


“Control of corridor lighting used to cost us too much 
money," says Mr. Simpson “because of a floor-by-floor 
manual switching system. 

“A man had to make as many as four 33-floor trips a 
day to turn lights ON and Orr. Even at that, lights 
were ON overtime. 

“Then we discovered G-E Remote-Control switching. 
You can say it solved a 33-story problem for us! 

*We installed two 24-volt switches on the first floor 


Each corridor has two sets of controlled 
lights — one ON every day — one near 
windows, ON when its dark outside. 


Old system controlling corridor lights 
required manual operation of panel 
switches on 33 floors. A half-hour job! 


to control G-E relays, bridged across corridor light 
switches, on thirty-three floors. Pressing one or both 
of these General Electric switches instantly turns lights 
ON or OFF on every floor. 

“The 24-volt control circuit runs in an old conduit; 
we didn't have to tear up the place. It was the only 
practical way to do this job. Easy and inexpensive!” 

General Electric Company, Wiring Device Depart- 
ment, Providence 7, Rhode Island. 


New General Electric Remote-Control 
switches control selected lights on all 
33 floors at once, from one spot. 


Progress [s Our Most Important Product 
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GENERAL Q ELECTRIC 


Genuine Walnut . . . the warmth and rich Tuly custom loth. 


natural beauty of the real wood. Also available 
in genuine oak and cherry... or, if your client 
prefers, fine birch in Tawny or Fruitwood finish. 


Platinum ... a new St. Charles custom color on steel . . . combined here with 
genuine walnut to harmonize style and texture. One example of the wide range 
of color-texture combinations available to you and your clients in Custom Kitchens 
by St. Charles. Even your own special colors can be reproduced by St. Charles. 


These are just a few of the almost limitless possibilities 
at your command when you specify St. Charles Custom Kitchens. 
Full freedom in layout, style, color, materials, features . . . because 
a St. Charles Kitchen is custom built after you plan і... not before! 


Write for the award-winning St. Charles 
kitchen planning booklet featuring new 
custom kitchen ideas, and detailed infor- 
mation and specs on St. Charles' units. 


Classic . . . elegant in its simplicity . . . one 
of several St. Charles custom styles . . . 
available plain, or with decorative panels. 
There is the right style to fit your design. 


JF Charles Ke 


CUSTOM KITCHENS 


St. Charles Manufacturing Company 
Dept. ARK-3 
St. Charles, Illinois 
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You can do exciting things with plaster. Design 
possibilities are almost unlimited in plaster today. You 
can have acoustical plaster sprayed on where com- 
plex ceiling shapes are called for (left). Or you can 
choose from hundreds of ingenious construction sys- 
tems inspired by plaster, like the space-saving partition 
(right) that reduces sound transmission by 42 deci- 
bels, yet finishes to only 2%” thickness. You can even 
design your own decorative plaster plaques (below) 


to be cast by master craftsmen and set in plaster walls. 


To see what plaster can do for you, send for your 
copy of "Imagination in Plaster”, Dept. AR-31. 


NATIONAL GYPSUM COMPANY, BUFFALO 13, NEW YORK 
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New slim sound-isolating partition develops a 42 db 
sound rating іп 2%” thickness by attaching a pencil 
rod to a 34" channel stud with Resilient Clips. Fin- 
ished with metal lath and plaster on both sides. 


Gold Bond 


BUILDING PRODUCTS 


a step ahead of tomorrow 


Drattless 


ANEMOSTAT" 


Air Diffusers 
at 


BANKERS 
TRUST COMPANY 


DESIGNER for the Bank: Henry Dreyfuss è ARCHITECTS for the Bank: 
Shreve, Lamb and Harmon Associates % CONTRACTOR for the building 
and the Bank: Diesel Construction, Inc. 9 MECHANICAL ENGINEERS for 
the Bank: Meyer, Strong and Jones ® SUB-CONTRACTORS: Raisler 
Corporation 
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In the new offices of the Bankers Trust Company at 529 
Fifth Avenue, New York, customers and employees enjoy 
complete air conditioned comfort with Anemostat Air 
Diffusers. In the banking area, over 1500 feet of 
Anemostat Straight Line Air Diffusers draftlessly dis- 
tribute the conditioned air. 


Write for ANEMOSTAT Selection Manual 70 containing data 
on wide-range ANEMOSTAT line. 


ANEMOSTAT. 


DRAFTLESS Aspirating AIR DIFFUSERS 
ANEMOSTAT CORPORATION OF AMERICA 
10 East 39th Street, New York 16, М. Ү. 


Representatives in Principal Cities 1976 
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KLEMP INTERNATIONAL * 1132 W. BLACKHAWK ST. * CHICAGO 22, ILLINOIS * MOHAWK 4-4530 
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For more decorative interiors and exte- 
riors architects everywhere... 


ANOTEC is being used with outstand- 
ing success in the newconstruction and 
modernization of... 


BANKS BUS TERMINALS 

CHURCHES HOSPITALS 

MOTELS OFFICE BUILDINGS 
McLEAN COUNTY BANK, RESIDENCES SCHOOLS 


BLOOMINGTON, ILLINOIS 


This particular installation features 
the use of ANOTEC Architectural 
Anodized Aluminum Grilles as a dec- 


Decorative and structural applications 
of ANOTEC include useas... 


orative solar screen. CEILINGS PARTITIONS 
Spectacular in appearance both day COLUMN FACINGS ROOM DIVIDERS 
and night; this application of ANOTEC CURTAIN WALLS SHADOW BOXES 
is also perfectly suited to client, site 
and function, and completely practi- НЕЗ baie NS 
cal іп terms of utility, permanence GATES SOLAR SCREENS 
.and maintenance. - GRILLES SPANDRELS 
LOUVERS SWIMMING POOL 
PARAPET RAILINGS ENCLOSURES 
STAIR RAILINGS WALKWAYS 


TERRACE RAILINGS WALL PANELS 


is available in Circular, Diamond, Hexagonal and Rectangular 
patterns, in a wide choice of standard and custom dimensions. 


architectural colors include Gold, Blue, Brass, Green, Red, 
Black and Clear Anodized. 


For almost limitless variety of uses, applications, patterns, dimensions 
and colors—for more freedom in design—specify ANOTEC! 
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,McLEAN COUNTY BANK BUILDING INSTALLATION, 
BLOOMINGTON, ILLINOIS 


ARCHITECTS: SCHAEFFER, WILSON & EVANS, 
BLOOMINGTON, ILLINOIS 


GENERAL CONTRACTORS: FELMLEY-DICKERSON 
COMPANY, BLOOMINGTON, ILLINOIS 


1132 W. BLACKHAWK ST., CHICAGO 22, ILLINOIS « MOHAWK 4-4530 


IN NEW YORK, EMPIRE STATE BLDG., NEW YORK 1, N.Y. 
IN CANADA, RAYMOND MFG. CO., LTD., 475 METROPOLITAN BLVD., LACHINE, P.Q. 
AGENTS AND DISTRIBUTORS IN PRINCIPAL CITIES THROUGHOUT THE WORLD. 
CABLE ADDRESS: INTERKLEMP — CHICAGO 
COMPLETE INFORMATION AND SPECIFICATIONS AVAILABLE ON REQUEST. WRITE TODAY. 


LITHO IN U.S.A. 


i kh GAIN a M СИИР‏ ےی تی کے 


"Wilkes Central High School, Wilkesboro, North Carolina 


Not a glimmer of glare in this gym lighting job 


INSTALLATION DATA 


Abolite HMFAU-2400 fixtures with 
750 watt incandescent lamps. Mount- 
ing height 22’ with 15’ 6" x 16’ spacing. 
Ceiling height: 30’. Average footcandle 
level: 43. 


Architect: Coffey and Olson 


Consulting Engineer: 

George B. Rottman & Associates 
Electrical Contractor: 

Ralph Duncan Electric Company 


Abolite uplight fixtures shield against glare, wash out ceiling 
shadows—There are 43 footcandles of light (average) throughout 
that gymnasium, yet there’s practically no glare to bother spectators 
or players. This easy-on-the-eyes lighting is made possible by the 
unique design of Abolite fixtures. Notice how both vertical and hori- 
zontal surfaces are lighted evenly without any deep shadows and 
how the light directed upward through the open top of fixtures elimi- 
nates sharp contrasts by washing out dark background shadows. 
35° lamp shielding virtually eliminates glare. 

Abolite’s modern air-swept design also reduces maintenance costs. 
Air circulating through the fixtures sweeps them clean of dulling dust. 

Although in this installation Abolite fixtures are used with incan- 
descent lamps, they can also be used with color-improved mercury 
lamps. There are 18” and 24” diameter Alzak aluminum fixtures for 
use with 400 and 1000 watt mercury and 14” and 18” diameter fix- 
tures for 300-500 watt incandescent lamps. Abolite Lighting Division, 
The Jones Metal Products Company, West Lafayette, Ohio. 


ж” 
ABOLITE 


THE JONES METAL PRODUCTS COMPANY 
West Lafayette, Ohio 
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DESIGN 


USES WEST COAST LUMBER 
WEST COAST DOUGLAS FIR * WEST COAST HEMLOCK ° 


WESTERN RED CEDAR » SITKA SPRUCE * WHITE FIR 


The friendly appeal and air of hospitality created through the 

use of West Coast Lumber readily adapts this bank building to its 
suburban location. A rustic, rough sawn texture in timbers 

and sidewall paneling brings an atmosphere of strength, providing 
a comforting feeling of security for bank customers. 

Among the design objectives was expandability, answered perfectly 
here by completing a full-size roof structure, then enclosing 

only a center section. The covered areas enhance the 

appearance and lengthen the building line and may be enclosed at 
any time at minimum cost. 

The West Coast Douglas fir timbers add visually to the impression 
of strength — 10" x 12" ridge beams, 6”x 12” rafters and 8"x 12" plates. 
The rafters are cantilevered 6-feet beyond the wall to support a 
post-free covered walk. The 2"x 6" tongue and groove 
roof decking and 1"x 12" interior and exterior wall paneling is 
Ик. rough sawn Western red cedar. 
¥. You, too, can take advantage of the design flexibility provided by 
Е West Coast Lumber for outstanding building. Your local information 
source for sizes, grades and supply is your closest lumber dealer. 


Architects: Logan & Murtaugh, А.1.А. 
OAK GROVE BRANCH 


FIRST STATE BANK 
OAK GROVE, OREGON 


For technical West Coast Lumber information, write: 


WEST COAST LUMBERMEN’S ASSOCIATION 


1410 S.W. MORRISON STREET, PORTLAND 5, OREGON 


Save WITH STAINLESS STEEL 


BRIGHT, GLEAMING STAINLESS STEEL ADDS THE EXTRA MARK OF 
QUALITY TO JUST ABOUT EVERY TYPE OF PRODUCT YOU CAN THINK 
OF. NOT ONLY IS IT THE MOST DURABLE, CORROSION -RESISTANT 
AND SANITARY METAL AVAILABLE TODAY, IT OFTEN SAVES IN THE 
LONG RUN WHEN YOU CONSIDER ITS EXTENDED SERVICE LIFE AND 
LOW MAINTENANCE. ANY WAY YOU FIGURE, STAINLESS STEEL IS 
YOUR BEST BUY—BOTH IN QUALITY AND SERVICE. 


See YOUR STEEL SERVICE CENTER 


YOUR LOCAL STEEL SERVICE CENTER MAINTAINS COMPLETE STOCKS 
OF STAINLESS IN ALL FORMS. BUYING STAINLESS REGULARLY AS 
YOU USE IT REDUCES YOUR INVENTORY, RESERVES CAPITAL IN- 
VESTMENT AND LOWERS IN -PLANT STORAGE COSTS. YOUR NEAREST 
STEEL SERVICE CENTER IS YOUR BEST ASSURANCE ОҒ QUICK, ON- 
TIME DELIVERIES TO MEET TIGHT PRODUCTION SCHEDULES. 


specify WieroRold. STAINLESS 
STEEL SHEET & STRIP 


MICROROLD—PIONEER PRECISION -ROLLED, LIGHT GAGE STAINLESS 
STEEL SHEETS-GIVES YOU MORE STAINLESS AREA PER TON OR 
AN EQUIVALENT AREA WITH LIGHTER WEIGHT. ‘‘THINNESS CON- 
TROL” IN PRODUCTION MEANS THE DECIMAL THICKNESS IS UNI- 
FORM THROUGHOUT THE LENGTH AND WIDTH. ASK YOUR STEEL 
SERVICE CENTER ABOUT THE MICROROLD STORY. 


SERVICE CENTER 
INSTITUTE 


WASHINGTON STEEL CORPORATION 
3-E WOODLAND AVENUE WASHINGTON, PA. 
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THE ART OF CONTROLLING SUNLIGHT 


PRC Toplite teaches a great new lesson in lighting control. The 
prismatic, hollow, evacuated glass blocks assure satin-soft natural 
light that illuminates virtually every inch of working space with- 
out apparent shadow. These scientifically engineered prisms reject 
the direct, harsh light of high summer sun but accept the indirect 


rays of low winter sun. 


For complete technical and distributor information on 
PRC Toplite, please direct your inquiry to Products 
Research Company, Toplite Division, 2919 Empire 
Avenue, Burbank, California. 


PRODUCTS RESEARCH COMPANY 


Distributors in all principal cities 


PR22 


Certified" to shut out sounds 
other partitions let through 


Furniture by Peabody 


New! Steel-Walled Modernfold 


Ф First in sound reduction . . . first in heavy-duty design. 
The greater the weight, density and rigidity . . . the 
better a wall shuts out sound. That's why Modernfold 
designed the new Soundmaster 240 with twin walls of 
24-gauge steel panels . . . and why this new partition 
leads the industry by a full five decibels in sound reduc- 
tion. This sound superiority is unfailing, because 
Modernfold custom trims all eight horizontal edge seals 
on the job. Each partition fits its opening exactly—up 
to 25'0" high and any width. 

In addition, no other partition matches Modernfold 
heavy-duty construction . . . the massive steel and fabric 
strength that pays you a dividend of longer, trouble-free 
service. With no maintenance cost. But compare the 
facts for yourself. The chart at the right shows con- 
struction and sound ratings (in decibels) for the best 
model offered by each of the four largest partition man- 
ufacturers. Just look: 


NEW CASTLE PRODUCTS, INC. 
NEW CASTLE, IND. 
Manufacturers of Modernfold Partitions 
and Doors, Air Doors, Modern-Cote Wall 
Coverings, Peabody School Furniture 
and Pyrox Sheathed Thermocouples. 
In Canada: New Castle Products 
Canada, Ltd., St. Lambert, Que. 


modernfold 
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Partition "240" "А" "p" "wen 

*Sound Reduction 
125/4000 cps av. 374 324 31.8 279 
354/4000 cps av. 
(Industry Standard) 418 35.8 36.4 33.0 
Acoustic steel 534” wide, uses steel, 234” wide, uses 
Panels wt. 1 Ib./sq. ft. | cardboard | wt. % Ib./sq. ft. | cardboard 
Sealer Strips 8 | 8 4 mE 4 

` Foam-Lined 
Jamb-Seal Jes yes no no 

І Air Release Е уеѕ по по по 
Pull-In Latch yes yes no no 
Best Fabric Weight— 45 oz. per 45 oz. per 18 oz. per 27 oz. per 
Outside Covering Only lin. yd. lin. yd. lin. yd. lin. yd. 
Top Row Horizontal "m " Ре 
Hinge Plate Depth 8% 3 (vertical) 1% 


NEW CASTLE PRODUCTS, INC. 
Dept. A231, New Castle, Ind. 
Gentlemen: Please send full information on Soundmaster 240, 


NAME 


FIRM 


ADDRESS 


CITY 
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A seven level beach house in Florida 


FOUR CURRENT PROJECTS BY RUDOLPH 


New rules or no rules? Rudolph has called his work of the last several years “the new free- 
dom”. Is this a freedom to charge off in any direction as some accuse Rudolph of doing, 
or is it a new discipline of itself? The buildings which follow, a beach house, married 
student housing for Yale, a motor lodge and an urban parking garage, have a coherence as 
a group which indicate that Rudolph’s new freedom is developing rules of its own. 
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The House of Seven Levels 


Rudolph’s new schemes force the floor and ceiling 
planes to become more active as space definers. 
Space interpenetrates on varying levels in a more 
complex way than in the plans of Mies or Wright. 
In the Milam beach house, essentially a series of 
platforms, the floor plane drops to form an extended 
conversation pit in the living area, rises to create a 
platform for dining, and four risers higher becomes 
an inglenook defined by a low parapet. The second 
floor plane is continuous as a floor but is interrupted 
to permit more than half of the living space below 
to extend to the roof. A mezzanine overlooking the 
living-dining area adds a pleasant spatial complica- 
tion as does the dropped roof deck which creates a 
lowered ceiling over the inglenook to make a cozy 
group around the fire even cozier. A separate living 
area for children is on the lowest level and its posi- 
tion behind the thick chimney core suggests that 
their noise will go unnoticed by parents and guests. 

The chimney is the heart of this house, as in the 
domestic work of Wright, and the snug low ceilinged 
chimney corner overlooking a great space which is 
both broad and high and extends across a mezzanine 
shares its domestic quality with the best of Wright’s 
work. According to Rudolph, in this house one lo- 
cates oneself according to mood. “The inglenook of- 
fers a nest, the two storey portion of the living- 
dining space provides a goldfish bowl, and the far 
end of the living area is a cave.” 

A deliberate effort was made to make furniture 
less obtrusive. The only portable furniture in the 
large and informal living-dining space are the din- 
ing room table and chairs. Storage is built іп. Cush- 
ions can be arranged on the ledge around the living 
area in a flexible way to seat thirty people or six. A 
fireplace occurs at every level along the chimney 
wall and an ingenious arrangement of openings 
causes the flames from a fire at one level to reflect 
on the ceiling of another level. 

The house is being built high on the sand dunes 
overlooking the Atlantic, 45 ft above mean tide. 
Constructed of beige concrete block, its precise ge- 
ometry contrasts with the uncultivated natural site, 
but its color matches the sand. This is Rudolph’s 
first house in which a structural system of regular 
bays has not been used. No modular system has been 
applied except that of the concrete block units. Ru- 
dolph states that “modules are not necessarily ap- 
plicable to houses . . . the modular building con- 
cept is applied many times where it doesn't have 
much meaning." The house is completely air condi- 
tioned and the brise-soliels reduce glare. Natural 
lighting effects have been carefully studied. Note 
additional narrow vertical windows in plans. 
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Paul Rudolph 
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LOCATION: St. John's County, Jacksonville, Fla. 
ARCHITECT: Paul Rudolph 

STRUCTURAL ENGINEER: Herman D. J. Spiegel 
MECHANICAL ENGINEER: Frank B. Wilder & Associates 
ARCHITECTURAL SUPERVISION: Robert Ernest 

OWNER: Mr. and Mrs. Arthur W. Milam 
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Married Student Dormitories for Yale 
Planned Like an Italian Hill Town 


NAME: Yale Married Student Dormitory 

LOCATION: New Haven, Conn. 

ARCHITECT: Paul Rudolph 

STRUCTURAL ENGINEER: Henry Pfisterer 

MECHANICAL ENGINEER: vanZelm, Haywood & Shadford 
OWNER: Yale University 


In describing this low rise, medium density housing 
complex for Yale, Rudolph said: “It should look like 


a village, not housing . . . though parts are re- 

peated they don’t look it. Traditional housing has | | ПІ 
used repeated housing units, but it doesn’t bore. We ECER Ur EON 

too must repeat, but not bore. Spaces in between the 8-4х940" 

units are important . . . courtyards and terraces, | 


and paths and entrances.” 

Although Rudolph frees himself from the modul 
in the beach house on the preceding pages, he ac- 
knowledges its necessity in a project of this type, but 
refuses to let it become monotonously assertive. In a 
necessarily far more complex manner than in the 
beach house he provides for an infinite variety of 
spatial experience at a multitude of levels. En- 
trances are approached through narrow pedestrian 
alleys that recall the old quarters of old towns, one 
student family’s roof is the next family’s terrace, a 
path between two walls suddenly opens into a court 
planned to surround a fine existing tree. 

Fifty-one units are planned for a gently sloping 
wooded hillside plot approximately 250 ft by 250 ft 
or an acre and a half, in a residential section within 
easy walking distance of the university. All but six 
of the units have a courtyard surrounded by 7 ft 
walls, or a terrace. Although all fifty-one units could 
have been placed in a single high rise building which 
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Paul Rudolph 
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Paul Rudolph: Yale Housing 


All drawings were made under the direct supervision of Paul Rudolph. The drawing below was executed by John Fowler 


The building complex slopes in two directions, following the slope of the site from the northwest 
corner at the top of the hill to the southeast corner at the street. Stair towers are dominant verticals 
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would have utilized a much smaller percentage of 
the site, Rudolph deliberately chose a low rise solu- 
tion. It consists of a series of one, two and three 
storey units, with the one storey units at the bottom 
of the lot on the street, the two storey in the middle 
and the three storey at the top, thus exaggerating 
the appearance of a rising hill. 

Construction is based on a completely precast con- 
crete aesthetic. Almost all precast units in addition 
to the concrete block are standard parts. All load 
bearing walls will be of cavity construction using 4 
in. thick blocks with a 214 in. air space between. 

| The heavy masonry will have а sound deadening ef- 
fect important in a building where studying must 
be done in the midst of one’s own and other’s noisy 
family life. Floors will be black asphalt tile, the ceil- 
ings unpainted plaster. Terraces will be macadam. 
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Paul Rudoloh: Yale Housing 
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A Motor Lodge of Complex 
Levels on a Slope 


NAME: O'Brien's Motor Lodge 

LOCATION: Waverly, New York 

ARCHITECT: Paul Rudolph 

STRUCTURAL ENGINEER: Henry Pfisterer 

MECHANICAL ENGINEER: vanZelm, Haywood & Shadford 
OWNER: Edwin and William O’ Brien 


As in the beach house and to a far greater degree 
like the Yale student housing, this motor lodge is 
fractured into separate, but interlocking and inter- 
penetrating components. Like the Yale building, the 
structural module is not easily read. The elements 
which repeat do so subtly in an irregular rhythm. 

It will be constructed of poured in place concrete 
expressed as such with light brown brick walls. Bal- 
conies will be of poured concrete with concrete ta- 
bles and seats an integral part of the form. Each 
room will have a balcony and can link with others to 
form interconnecting suites. All storage will be built 
in. Brick walls will be exposed on the interior, floors 
will be carpeted and ceilings will be covered with 
acoustic plaster. 


Paul Rudolph: Motor Lodge 


model photographs by J. Watson 
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Paul Rudolph: Motor Lodge 


Overall plan. Entrance and control unit extends across road at top of plan 


THIRD FLOOR 


SECOND FLOOR. 


Each individual room is expressed on the exterior. To be built 


on a barren, sculptured rock outcropping on a mountainside ; сей 5, A 
which overlooks a river valley 200 ft below and can be seen SUM E 
from thirty miles away, the lodge is designed to create a 22 


strong image from a distance. 


Paul Rudolph: Motor Lodge 
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Interlocking units create terraces. Note poured in place con- 
crete tables and seats on projecting concrete balconies 


A Parking Garage 
for 1500 Cars 


NAME: Temple Street Parking Garage 

LOCATION: New Haven, Conn. 

ARCHITECT: Paul Rudolph 

STRUCTURAL ENGINEER: Henry Pfisterer 
MECHANICAL ENGINEER: Jerome Mueller 

PARKING CONSULTANT: E. A. Barton & Associates 
PARKING ECONOMICS CONSULTANT: 

Wilbur, Smith & Associates 

OWNER: City of New Haven, Conn., 

Honorable Richard C. Lee, Mayor 

New Haven Parking Authority, Roy A. Michaels, Chairman 
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In the housing on the preceding pages Rudolph at- 
tempts to create the proper ambience for people, in 
the Temple street parking garage he endeavors to 
hit the right note for cars. Said he: “Most parking 
garages look like office buildings with glass. I wanted 
to make it look like it belonged to the automobile and 
its movement . . . а system of bridges... of 
large open spans.” Unlike the beach house, the Yale 
dormitories and the motor lodge, the structure of 
Rudolph’s parking garage is clearly expressed and 
clearly modular. The structure itself, rather than a 
pattern of projecting and receding units, establishes 
the basic rhythm of the building. Floor levels are 
staggered (see section, page 154) but this is common 
practice in parking garages. This parking garage, 
however, reflects the same basic architectural ap- 
proach found in the housing, an approach which 
never permits preconceptions about expression of 
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structure and module to interfere with the search 
for appropriate form. 

This garage, a part of the Church Street Redevel- 
opment Project in the New Haven Urban Renewal 
Program spearheaded by Mayor Richard C. Lee, 
will stretch for 726 ft spanning two city blocks in 
the central business district near New Haven Green. 
There will be three half levels underground and 
eight half levels above ground with shopping at the 
street level. Now under construction, the reinforced 
concrete structure is made of two dimensional curves 
formed by strips of wood 2 in. wide. Form marks 
will show. Double columns are 10 ft apart and each 
pair of them is 30 ft apart. One car may be parked 
between the double columns and three between each 
pair. The double columns provide a needed vertical 
emphasis in the horizontal length of the facade. The 
approximate cost will be $4,700,000 without shops. 
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Paul Rudolph: Parking garage 
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Garage is located near New Haven’s Oak Street connector 
which links New Haven’s shopping and commercial district 
with the Connecticut turnpike. Perspective shows garage 
spanning major traffic artery, section shows staggered levels 
for economical use of space 
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PRACTICE: COSTS 


Two of the main problems in architectural practice today are concerned with costs 
—how to keep them under control, and how to explain them to clients. In order 
to control costs, it is necessary to obtain reliable cost information, analyze it, and 
establish the basic relationships between different cost items. When this has been 
done, the information necessary for explanations to clients will be at hand. In 
the following pages, some highly successful methods for keeping costs in their 
place, understanding them, and graphically demonstrating them are discussed. 


PERSONNEL DENSITY 


A New Measure of Construction Costs 


By Frank L. Whitney, Architect, Vice President of Engineering, Walter Kidde Constructors, Inc. 


Your building seems identical to the one next door, yet 
it will cost three times as much as its neighbor. How 
does this happen? And how can you explain it to clients? 
The answers are simple. Determine the true causes of 
price variations. Present this data to clients in under- 
standable form. For example, people have a dramatic effect 
on construction costs. The higher the personnel den- 
sity, the greater the requirements for increased facili- 
ties needed to maintain worker efficiency and productivity. 

An appreciation of this relationship helps to sharpen 
the understanding of the major factors that influence the 
price of building construction today. To reduce costs, 
too many owners immediately want to axe the glazing on 
the brick walls or lower the quality of the wall construc- 
tion. Yet the price of these items is insignificant com- 
pared to the cost of air conditioning, cafeterias, wash- 
rooms, parking area, heating—all of which are deter- 
mined and sized largely by density of plant personnel. 

The impact of this relationship was brought home to us 
in a study we made for one of our clients, who was inter- 
ested in analyzing cost breakdowns of typical industrial 
structures. For the study, we chose a 200,000 square-foot 
single-story building as a basic plant. We estimated its 
cost as a warehouse, without manufacturing operations. 

We provided for a minimum number of people; twenty 
men in the warehouse and three men and five women in 
the office. This gave us a low personnel density factor of one 
person per 8000 sq. ft. We included minimum railroad sid- 
ings, site grading, fire protection, roads, and parking. 
Interior lighting was set at 10 foot-candles in the ware- 
house, and 50 foot-candles in the office. Warehouse was 
heated to 55 deg. F. by direct-fired units, and the office was 
heated to 70 deg. F. by convectors. 

Cost per square foot of this minimum basic structure 
not including the cost of design and an allowance for 
contingencies, was established at an index of 100. 

The next step was to change the scope of the structure. 
Without altering its size or shape, we made it a light 
manufacturing building with 700 employees, or a person- 
nel density of about one person per 285 sq. ft. To accom- 
modate the increased population, we added a lunch room, 
more toilet and locker room facilities, first aid and per- 
sonnel offices. Lighting had to be increased to 40 foot- 
candles in the manufacturing area, and fluorescent 
fixtures replaced incandescents. We also added electrical 
substations, bus ducts, power distribution facilities. Me- 
chanical ventilation was added, which in turn required 
pent houses and roof openings—and heavier foundations 
and framing to support them. 


Higher personnel density also demanded a change from 
unit heaters to a central boiler-plant system, of a 
capacity large enough to maintain a 70 deg. F. temperature 
throughout the entire building. Air conditioning was 
added to the enlarged office area. We increased the bay 
size to 40 x 40 ft., enlarged parking lots to handle 500 
cars, added metallic hardener to floors to lower mainten- 
ance costs by minimizing dust formation. Also increased 
were sanitary facilities, waste treatment, landscaping and 
laboratory facilities. 

Although this new manufacturing building actually was 
the original basic structure, with only a few changes, the 
cost more than doubled to a new index of 254.4, without 
professional fees and contingency allowance. The only 
major changes in the basic structure were increased bay 
spacing, enlarging of framing and foundations, and slight- 
ly more expensive entrance and exterior walls. So the 
bulk of the cost increase went for additional mechanical, 
electrical, and site work. All of these relate directly to 
the personnel density of the building. 

To obtain further cost information, we carried the study 
one step further. The number of people was raised from 
600 to 1000, or a personnel density of about one person 
per 200 square feet—a figure not at all uncommon for 
a plant where, for example, small components are manu- 
factured mostly by bench work. 

What changes were made to accommodate the addition- 
al 400 people? Some were obvious. We replaced the lunch 
room with a kitchen and cafeteria. Parking had to be 
increased to handle 850 cars. And because of the nature 
of the manufacturing, lighting had to be jumped to 50 
foot-candles. We increased toilet facilities, locker rooms 
and partitions. 

Since worker production in such a high-density plant 
is of paramount importance, full air conditioning was 
economically justified. So was vinyl asbestos floor tile 
instead of concrete. The exterior treatment and site work 
were also upgraded. We have found it good business 
economy to provide attractive surroundings for employees 
in a plant of this sort. 

Despite the fact that the building remained—essentially 
—the original basic structure, the cost jumped to an in- 
dex of almost 340, exclusive of fees and contingencies. 
The modifieations required to make the plant a high-den- 
sity-personnel manufacturing facility again were large- 
ly in mechanical and site work, rather than architectural 
or structural. The cost had now more than tripled that of 
the basic structure—clear proof that people have im- 
pact on the cost of manufacturing facilities. 
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BASIC BUILDING—1 person/8000 sq ft 


With necessary modifications, information and charts such as 
those shown in these pages could be developed for almost any 
building type. Information of this sort should be of help in con- 
trolling building construction costs, understanding them, and 
explaining them to clients. For the building shown here, the costs 
are based on an index of 100 for the complete building, plus pro- 
fessional fees and a 10 per cent contingency allowance. The build- 
ing, on which these costs are figured, is a single-story warehouse, 
200,000 ft. in area, with 25 employees and a personnel density of 
only 1 person per 8000 sq ft 


BASIC STRUCTURE 


ROOF. 

20 year bonded roof, steel roof deck, 1 in. insulation. 18.3 
FRAMING. 

16 ft clear height columns, girders, purlins. 20 by 40 ft bays. 19.3 
МАМАМА ———— 

10 in. concrete block, painted on exterior with cement paint. 4.2 
WINDOW: 

Commercial grade projected steel sash with loose lintels, poured in place concrete sills. 2.1 


ы, a тес eee АЙЫ КЫШ 00 41054 eee ee eee 


5 іп. concrete slab on grade, with 6 by 6, #6/6 mesh reinforcing and liquid hardener. 12.8 
FOUNDATIONS. 

Reinforced concrete spread footings and grade beams. 3.6 
PARTITIONS. 

Cinder block, 0.4 


ADDED FACILITIES 


ENTRA NGE —————————————————————————À Á— 


Allowance 0.5 


ELECTRICAL — — M———————————ÁÀ s — i ri ——Ó —n—MMÀÓ— 


Offices— 50 F.C., fluorescent fixtures. Plant —10 F.C., incandescent fixtures. 4.8 


HEATING, VENTILATION, AIR CONDITIONING 


Office heated 70 deg. F. with hot water convection. Plant heated to 55 deg. F. with direct fired heaters. 9.4 
PLUMBING. 
Toilet facilities for 20 men in plant, 3 men and 5 women in office. Roof drains. 3.9 


ee 


Hose cabinets throughout building. Sprinklers in plant area only. 4.3 


WOR ee eee eee 


Bituminous concrete surfaced road and parking area for 20 cars, concrete curbs, sidewalks, landscaping. 
Railroad siding, sanitary disposal system, elevated water storage tank, and sprinkler loop. 16.4 
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TOTAL COST, BUILDING AND SITE WORK 100.0 
PROFESSIONAL ҒЕЕ5--6% 6.0 
CONTINGENCY— 1095 __ 405 


TOTAL PROJECT COST 116.6 


PRACTICE: COSTS 


MODIFIED BUILDING NO. 1—1 person/285 sq ft 


In this modification, the basic warehouse building shown on page 
156 was changed to accommodate 700 employees who would be re- 
quired in a light manufacturing operation. The area remains the 
same as that of the warehouse, but the personnel density has risen 
to 28 times that of the basic building. Extra costs of this building, 
most of them made necessary by the larger number of people, 
raise the total price to almost 3 times that of the warehouse. Many 
details of the added costs, such as the factor of only 1.8 for adding 
continuous windows as opposed to 50.5 for additional site work, 
should be revealing and informative 


ея BASIC STRUCTURE 
BASIC STRUCTURE ADDMION NO. PLUS 


ADDITION NO. 1 


ROOF. 


20 year bonded roof, steel roof deck, 1 in. insulation. 18.3 
Additional roof openings, flashing, duckboards. 5 19.8 


FRAMING. 

16 ft clear height columns, girders, purlins. 20 by 40 ft bays. 19.3 

Bay sizes increased to 40 by 40 ft. Live loads increased 6 psf for future monorails. 

Additional penthouses and roof openings for process exhausts. Allowance for process piping increased. 20.8 


40.1 


WALLS. 


10 in. concrete block, painted on exterior with cement paint. 4.2 
Face brick added on office exterior and front of plant. Plant interior painted. 2.1 


6.3 
WINDOWS. 


Commercial grade projected steel sash with loose lintels, poured in place concrete sills. 2.1 
Continuous sash added in plant and office areas. Venetian blinds in offices, shades in plant area. 1.8 


FLOORS. 


5 in. concrete slab on grade, with 6 by 6, #6/6 mesh reinforcing ond liquid hardener. 12.8 
Changed to 6 in. slab on porous fill with metallic hardener. 7.0 


FOUNDATIONS. 


Reinforced concrete spread footings and grade beams. 3.6 
Sizes increased to allow for additional loads of penthouses, etc. 2.6 


6.2 
PARTITIONS. 


Cinder block. 0.4 
Amount of partitioning increases. 7.0 


ADDED FACILITIES, 


Additional office area, first aid room, personnel office, locker room, lunch room. Penthouses for air conditioning 
and ventilation, minimum laboratory, telephone equipment and switchboard rooms, loading dock'and docklevelers. 97 97 


ا س ا س ا ENTRANCE na‏ 


Allowance 0.5 
Increase in allowance 0.8 


1.3 


ELECTRICA 
Offices— 50 F.C., fluorescent fixtures. Plant — 10 F.C., incandescent fixtures. 4.8 
Plant lighting increased to 40 F.C., fluorescent. Primary service facilities increased to 2000 KVA cap. 


Additional substations, bus ducts, power distribution, call systems, telephones, utility outlets, clocks, etc. 


Underfloor ducts added in offices. 19.8 24.6 


HEATING, VENTILATION, AIR CONDITIONING 


Office heated 70 deg. F. with hot water convection. Plant heated to 55 deg. F. with direct! fired heaters. 9.4 

Heating for plant increased to 70 deg. F. capacity; direct fired heaters eliminated. 

Mechanical supply and exhaust, providing 6 air changes per hour in summer, 2 to 3 in winter, added in plant. 

Air conditioning added in office areas. Perimeter radiation odded. 24.9 


34.3 


PLUMBING 
Toilet facilities for 20 men in plant, 3 men and 5 women in office. Roof drains. 3.9 
Toilet facilities increased to accommodate 450 men and 250 women. Compressed oir and gas systems added. 3.3 7.2 


FIRE PROTECTION ыӨ--—————————————— 


Hose cabinets throughout building. Sprinklers in plant area only. 4.3 4.3 


SITE WORK 


Bituminous concrete surfaced road and parking area for 20 cars, concrete curbs, sidewalks, landscaping. 

Roilroad siding, sanitary disposal system, elevated water storage tank, and sprinkler loop. 16.4 

Plant parking increased to 500 cars. All other facilities listed above increased. 

Fencing, seeding, storm drainage, yard and parking lot lighting, visitors’ parking added. 

Heavy duty bituminous concrete road and boiler plant with required heating capacity added. 50.5 66.9 


PROVISION FOR FUTURE EXPANSION ———— —-_-———— 


Allowance 2.6 2.6 
TOTAL COST, BUILDING AND SITE WORK 100.0 154.4 254.4 
PROFESSIONAL FEES—6% 6.0 9.3 15.3 
CONTINGENCY—10% 10.6 ; 16.4 27.0 


nT 
TOTAL PROJECT COST | 116.6 180.1 296.7 


PRACTICE: COSTS 


MODIFIED BUILDING NO. 2—1 person/200 sq ft 


The example, shown on this page, might be a plant for the assembly 
of precise and intricate electronic machines. It provides facilities 
for 1000 people in a 200,000 sq. ft. area. The cost of this modifica- 
tion of the plants shown on the preceding pages follows the same 
patterns as they—added people equal added costs. If the size of 
this building were doubled, a number of construction items would 
not require increase or duplication. Therefore, the additional 200,- 
000 sq ft could be built for an index of approximately 78, com- 
pared to the 100 of the original basic building 


BASIC STRUCTURE BASIC STRUCTURE 
PLUS ADDITION NO, 2 PLUS 
ADDITION NO, 1 ADDITIONS 1 & 2 
ROOF. 
20 year bonded roof, steel roof deck, 1 in. insulation. 
Additional roof openings, flashing, duckboards. 19.8 
Insulation increased to 2 in. 2.3 22.1 
FRAMING. 
16 ft clear height columns, girders, purlins. 20 by 40 ft bays. 
Bay sizes increased to 40 by 40 ft. Live loads increased 6 psf for future monorails. 
Additional penthouses and roof openings for process exhausts. Allowance for process piping increased. 40.1 
Further increose in process piping allowance. 1.0 41.1 


г 2 Тг ЗЕЕ ВНЕ د ف ا‎ ee 
10 in. concrete block, painted on exterior with cement paint. 
Face brick added on office exterior and front of plant. Plant interior painted. 6.3 6.3 


bul d eee с-сы ee eee eee 
Commercial grade projected steel sash with loose lintels, poured in place concrete sills. 
Continuous sash added in plant and office areas. Venetian blinds in offices, shades in plant area. 3.9 3.9 


TO ii 
5 in. concrete slab on grade, with 6 by 6, #6/6 mesh reinforcing and liquid hardener. 

Changed to 6 in. slab on porous fill with metallic hardener. 19.8 

Vinyl asbestos floor in plant oreo, 5.6 25.4 


зс уг 121, eee 
Reinforced concrete spread footings and grade beoms. 


Sizes increased to allow for additional loads of penthouses, etc. 6.2 6.2 
PARTITIONS. 

Cinder block. 

Amount of partitioning increases. 7.4 

Further increase in partitions, 1.2 8.6 


I coo ips uiuo Sm gg ашыу Мын EE d 
Additional office area, first aid room, personnel office, locker room, lunch room. Penthouses for air conditioning 


and ventilation, minimum laboratory, telephone equipment and switchboard rooms, loading dock and docklevelers. 97 

Cafeteria and kitchen substituted for lunch room. 0.6 10.3 
гот. oe e c ————————————————————————————————— 
Allowance 

Increase in allowance з 

Further increase 0.8 2.1 


| ee eee ee eee 
Offices—50 F.C., fluorescent fixtures. Plant—10 F.C., incandescent fixtures. 
Plant lighting increased to 40 F.C., fluorescent. Primary service facilities increased to 2000 KVA cap. 


Additional substations, bus ducts, power distribution, call systems, telephones, utility outlets, clocks, etc. 
Underfloor ducts added in offices. 24.6 


Plant lighting further increased to 50 F.C., fluorescent. 4.6 29.2 


HEATING, VENTILATION, AIR CONDITIONING. 
Office heated 70 deg. F. with hot water convection. Plant heated to 55 deg. F. with direct fired heaters. 


Heating for plant increased to 70 deg. F. capacity; direct fired heaters eliminated. 
Mechanical supply and exhaust, providing 6 air changes per hour in summer, 2 to 3 in winter, added in plant. 


Air conditioning added in office oreas. Perimeter radiation added. 34.3 

Air conditioning added in plant areas. 38.1 72.4 
PLUMBING. 

Toilet facilities for 20 men in plant, 3 men and 5 women іп office. Roof drains. 

Toilet facilities increased to accommodate 450 men and 250 women. Compressed air and gas systems added. 7.2 

Further increase in toilet facilities to accommodate a total of 750 men and 250 women. 0.7 7.9 

NENONS ضضض‎ ee eee 
Hose cabinets throughout building. Sprinklers in plant area only. 4.3 43 


LL AL A rc -—————— PáR———22——— ——————————— 
Bituminous concrete surfaced road and parking area for 20 cars, concrete curbs, sidewalks, landscaping. 

Railroad siding, sanitary disposal system, elevated water storage tank, and sprinkler loop. 

Plont parking increased to 500 cars. All other facilities listed above increased. 

Fencing, seeding, storm drainage, yard and parking lot lighting, visitors’ parking added. 


Heavy duty bituminous concrete road and boiler plant with required heating capacity added. 66.9 

Parking increased to 850 cars. All other facilities listed above increased. Industrial waste treatment added. 18.0 84.9 
PROVON РӘКПИКИНКЕКРАМИШИЯ;.....-.ӛ a ga ا ص د ص‎ 
Allowance 2.6 

Allowance increased 12.1 14.7 
TOTAL COST, BUILDING AND SITE WORK 254.4 85.0 39.4 
PROFESSIONAL FEES—6% 15.3 5.1 20.4 
CONTINGENCY—10% 27.0 9.0 36.0 


TOTAL PROJECT COST 296.7 99.1 395.8 


PLANT DESIGNED 
FOR NEW PRODUCTS, 
NEW METHODS 


Fuller Brush Company Plant and Offices 


LOCATION: 
East Hartford, Connecticut 


DESIGNERS AND BUILDERS: 
Walter Kidde Constructors, Inc. 


The major objectives achieved in this plant 
were the housing of almost the entire com- 
pany operations—production, research, en- 
gineering, advertising, sales, warehousing, 
distribution, and administration—in one 
building while maintaining the extreme flex- 
ibility required by rapidly changing products 
and methods of manufacturing them. 

Operational layouts were carefully studied 
in order to achieve the highest possible effi- 
ciency in the manufacture of between 300 and 
400 different types and sizes of brooms, as 
well as a large number of other products. 

During its 55 year history, the firm has 
occupied eight plants, each larger than that 
preceding it. In the new plant, provisions for 
expansion have been built in. The present 
facilities are considered adequate for about 
five years; after that, expansion will be pos- 
sible, not through increased space, but 
through improved machinery and automa- 
tion applications when increased production 
justifies such change-overs. Further, the site 
—84 acres and suburban—will allow addi- 
tional physical expansion when the need 
arises in the future. 
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Fuller Brush Plant 


All plant facilities including the offices are 
located on one level. However, the extreme 
grade of the site influenced the placement 
of the entrance lobby at a level one-half story 
below the main floor. Mezzanines are pro- 
vided where needed for employee locker and 
toilet rooms and two plant operation offices. 
There is no basement. 

Operations within the manufacturing area 
are channeled through five major depart- 
ments. The broom department assembles fill- 
ers, handles, and accessories; the filler 
materials department receives, sorts, and 
assembles bristles, hair, acetates, plastic 
fibers, and the like; the brush department 
forms, twists, closes, and performs similar 
operations; the cotton department manufac- 
tures mops and related consumer products; 
the plastics department injection molds plas- 
tic products and components. The flow 
through these operations is indicated on the 
plan across-page. 

Plant construction consists of concrete 
foundations and floors with under floor ducts. 
The structure is steel frame, with a metal 
roof deck. Office roof has 2 in. insulation, 
factory 1 in. Manufacturing area has 42 by 
42 ft bays and 17 ft clear height to under- 
side of girders. Roof construction is double 
cantilever steel frame. 


Shown on the left are some of the more important 
elements involved in the manufacturing processes. At 
the top is an exterior view of the receiving dock. In 
the background may be seen the large dust collectors 
which exhaust dust, lint, and other minute waste 
from the process areas of the plant. The second illus- 
tration shows the mop and cotton area of the plant; 
the third view the main manufacturing area. In both 
views may be seen the process exhaust ducts which 
connect with the dust collectors shown above. The 
fourth illustration shows a portion of the warehouse, 
with supplies and stores loaded on stacked pallets 


Across-page are shown some of the auxiliary produc- 
tion areas of the plant. These are of great impor- 
tance in the manufacturing operations, though less 
directly involved in the processes than main produc- 
tion areas. At the top are views of the research 
lab on the left and the machine shop. The rather 
large area devoted to research and engineering re- 
flects company interest in the improvement of its 
products and development of new ones. In addition to 
tool and gage work, the machine shop has facilities 
for electrical, mechanical, and machine maintenance. 
The two lower illustrations show the complete injec- 
tion plastics section left, and the printing shop 
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Fuller Brush Plant 


The views on this page show some of the 
office areas of the plant. All of these are 
located in an L-shaped wing which wraps 
around the main production area at one 
corner. At the left, top is a view of the 
general office showing the acoustical ceil- 
ings used and the recessed fluorescent 
fixtures. General offices, such as that 
shown are illuminated with 50 to 60 Е.С. 
while areas where detailed work is done, 
such as the engineering department 
shown in the third illustration, receive 
75 to 80 F.C. Production area illumina- 
tion is at similar levels, the exact amount 
being determined by the nature of the 
work performed. 

The second illustration from the top 
shows an executive private office. Parti- 
tions here are plastered concrete block; 
elsewhere in the office wing, movable 
partitions are used. Third from the top 
is the engineering department located 
adjacent to research. At the bottom is a 
view of the complete medical and health 
office, which is staffed by two full-time 
nurses and a part-time doctor. Bay sizes 
in the office wing are 28 by 30 ft or 24 by 
28 ft; office ceiling heights are ten ft 


A SMALL 


PUBLIC 
LIBRARY 


© Ezra Stoller 


Designed by Carl Koch to house 80,000 books 
for the citizens of Wellesley, Massachusetts, 
this library has a good efficient plan, 

a rich and colorful exterior, 


and an interesting lighting scheme. 


READING AREA 
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NAME: Wellesley Free Library 

OWNER: Town of Wellesley, Mass. 
ARCHITECTS: Carl Koch & Associates, Inc. 
STRUCTURAL ENGINEER: Nisso Т. Aladjem 


MECHANICAL ENGINEER: R. G. Vanderweil 


LIGHTING CONSULTANT: Domina Eberle Spencer 
ACOUSTICAL ENGINEERS: Bolt, Beranek & Newman 
LANDSCAPE ARCHITECTS: Sasaki, Walker & Associates 


DESIGN AND EXECUTION OF PORCELAIN ENAMEL PANELS: 


Juliet and Gyorgy Kepes 


CONTRACTOR: Kirkland Construction Company 


ARCHITECTURAL RECORD March 1961 


In the plan, reading and work areas 
surround a central three-level core 
of book stacks, giving readers easy 
access to books from all directions. 
The main floor of the library is at 
the middle level, and the top floor 
of the stack has been conceived as 
an open mezzanine. Two separate 
stairs connect all three floors. The 
main stair is adjacent to the control 
desk permitting easy supervision. 
Both the main entrance and the rear 
entrance porch which provides access 
from the parking lot are on axis with 
the control desk. Outdoor entrances 
have been provided for the staff lounge 
and meeting room in the basement for 
access at hours when the rest of the 
library is closed. The garage shelters 
the book mobile which has its own 
stack and work space. 

'The building is steel frame with a 
sloping hipped roof supported by bar 
joists. The main floor is of concrete 
on pan forms. A series of dormer win- 
dows help light the upper stack area. 
Placed in the steel frame between the 
windows are porcelain enamel panels 
designed and executed by Gyorgy 
Kepes. These are a great success. 
Warm, subtle earth colors have been 
combined in textures as smooth as 
porcelain enamel can be or as rough 
as sand can make it. Spots of brilliant 
color handled in a painterly fashion 
contrast with these dark tones. Each 
panel is a separate painting in itself, 
but there is careful harmony among 
them. The steel canopy at the entrance 
has been faced with porcelain enamel 
murals by Juliet Kepes and she is also 
responsible for the owls on the main 
entrance door (see photographs on 
preceding page). 

The lighting system shown in the 
photographs at the right is the first 
indoor application of VHO fluorescent 
tubes of the type which are used for 
airport runway lights. These uniform- 
ly light the continuous white ceiling 
which in turn reflects light of the 
proper intensity on the surfaces of 
the work tables. 


A Small Public Library 
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The reflectors shown at left and below are of 
aluminum coated with a special plastie which 
mirrors aluminum and intensifies the single VHO 
lamp in each reflector. They have been faced with 
wooden slats. They were made as large as possi- 
ble to increase their efficiency, but their size had 
to be kept within reason to avoid a clumsy look. 
Since the Wellesley lighting system was engi- 
neered, a new lamp has been developed which is 

es z 338 per cent brighter than the VHO lamps at 
© Ezra Stoller Wellesley which are twice as strong as fluores- 
cents. This newest lamp could have achieved the 
same intensity of light on the ceiling in a reflector 
one third as large 
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© Ezra Stoller 


Reading lounge areas are provided among the stacks 


Control desk, reflectors, mezzanine and dormered ceiling 


A Small Public Library 


A PUBLIC 
BRANCH . 
LIBRARY 


NAME: The Tufts Library-North Branch 

OWNER: Town of Weymouth, Massachusetts 
ARCHITECTS: Carl Koch & Associates 

STRUCTURAL ENGINEERS: Souza & True 

MECHANICAL ENGINEER: R. G. Vanderweil 

DESIGN AND EXECUTION OF PORCELAIN ENAMEL PANELS: 
Gyorgy Kepes 

CONTRACTOR: Russell Brundage, Inc. 
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Weymouth needed a branch library of minimum size 
to be manned by a small staff. The budget was low. 
A simple unpretentious solution was called for and 
carried out. The plan affords complete supervision 
from the control desk adjoining the main entrance. 
A secondary entrance is provided for staff mem- 
bers and leads directly to their work area, but can 
also be used by members of the community attend- 
ing meetings in the space which can be converted for 
this use. 

The roof is constructed of bar joists on structural 
steel bents. Walls are of stud construction faced with 
water struck brick on porcelain enamel. 
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A Public Branch Library 


Joseph W. Molitor 
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OFFICE BUILDING WITH SWIMMING POOL 


OWNERS: The McCarthy Company 

LOCATION: Pasadena, California 

ARCHITECTS: Smith and Williams 

PROJECT ARCHITECT: Philip C. Patterson 

STRUCTURAL ENGINEER: John Kariotis 

INTERIOR CONSULTANT: Selje and Bond 

LANDSCAPE ARCHITECTS: Courtland Paul 

GENERAL CONTRACTOR: Myers Bros. Construction Co., Inc. 
POOL CONTRACTOR: Perry and Associates 


Marvin Rand photos 
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The domestic scale and character of these new of- 
fices for a land development company in Pasadena, 
Calif, are due only partially to the residential 
neighborhood in which the building is located. A 
primary requirement of the building's design was 
that it should provide a completely different work- 
ing environment from that which the client's com- 
pany had previously occupied in a downtown office 
building. The architects achieved this different en- 
vironment by arranging offices around a large 
patio with a swimming pool, by effective but sparing 
use of planting in the patio, and by giving promi- 
nence to the “lanai,” a glass-walled pavilion designed 
for informal entertaining of visitors. The slight 
slope of the corner lot had special advantages: en- 
trance to the patio and offices is from a parking area 
at the high end of the lot, through a wide breezeway 
whose roof connects office wing and lanai. The service 
entrance is around the corner on the low side of the 
lot and opens off a secondary street. With all business 
activity confined to the patio and screened from the 
street by the building's walls, the building makes a 
pleasant and appropriate addition to its residential 
surroundings without disguising its real function. 


же 


The McCarthy Company 


a 
Opposite: the detached “lanai” and pool 
complex provides an agreeable enter- 
tainment pavilion for visitors, as well 
as a view from the inside considerably 
more pleasant than that enjoyed by 
many secretaries. At right: the entry- 
way as seen from the reception room 
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PARKING NEEDS, MACHINE ACCOUNTING 
DETERMINE BANK DESIGN 


Kapiolani Branch, Bishop National Bank 


R. Wenkham photos 
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LOCATION: Honolulu, Hawaii 


ARCHITECTS: Wimberly & Cook; 
Gerald Allison and Gregory Tong, Associates 


LANDSCAPE ARCHITECT: George Walters 


ARTISTS: Ben Norris (murals); 
Malcolm Brownlee (sgraffito wall) 


Since most customers of Honolulu's Kapiolani Boulevard 
business district come by car, the Bishop National Bank re- 
quired a large enough site for its new branch in that area to 
provide not only an easily accessible group of tellers' drive- 
up windows but parking for a large number of cars. Vacant 
lots of such size being nonexistent in the area, the bank 
bought a one-time garden supply building which could be 
remodelled and whose site would permit an addition of al- 
most equal size. The original building became the banking 
room, its low height camouflaged by a continuous translu- 
cent ceiling, its columns—more numerous than if the struc- 
ture had been new—faced with beige marble and its floor 
covered with golden beige terrazzo. The addition along 
Kapiolani Boulevard provides for the officers’ platform and 
consumer credit department, a large operation at this 
branch. This portion of the building was designed to take 
eight additional floors, and when these are added a double- 
deck parking structure will be built on the present parking 
area. Eventually the second floor will house the entire ma- 
chine accounting system for the bank, making this the 
central clearing house for all such bank work. To tie together 
the existing and new sections, a concrete screen has been 
used on both sides of the building at the second floor level. 
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Entrances on boulevard and parking area are 
of equal importance. Drive-up banking windows 
are in a wing extending from the main banking 
room into the parking area. The curving screen 
behind tellers' counters in the main banking room 
with its collage mural in gold tones, done with 
Japanese rice paper, makes a handsome back- 
drop to tellers' activities and cuts off the view of 
other office operations 
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AIR TICKET OFFICE EXPLOITS SITE 


Air France 

LOCATION: San Francisco 

ARCHITECT: Denis Beatty 

MECHANICAL ENGINEER: Dwight Coddington 
ELECTRICAL ENGINEER: Smith & Garthorne 
GENERAL CONTRACTOR: D.}Cappelletti 


Despite their narrow street frontage, 
the new offices for Air France in down- 
town San Francisco make advantageous 
use of their location on the city’s famous 
Union Square, opening up the lobby with 
an all-glass wall that faces the Square 
with its trees and lawns and permits a 
view of the venerable landmark, the St. 
Francis Hotel, on the opposite side. To 
increase the apparent size of the ticket 
lobby, which is entered directly from the 
street, the floor, walls and ceilings are 
white; color is used only in such decora- 
tive accents as the stained glass screen 
(designed by the architect) at the back 
of the lobby and the mural at the side 
showing the air line’s route. The strong 
blues and reds used in these give vitality 
to the interior at night as well as by day. 
Behind the lobby is the reservations 
office with its “lazy Susan” desk. Up- 
stairs are reception room and offices for 
the district manager. Ceilings in this 
area are low but a consistent use of 
white for walls and ceilings and ample 
illumination offset this small dimension. 
Here, as in the lobby, the careful han- 
dling of color, furnishings and space re- 
lationships is the clue to well-maintained 
Scale. 


Roger Sturtevant photos 
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OFFICES GROUPED AROUND A COURT 


The four one-story units of the Lenart Building 
form a pleasant landscaped court onto which open 
the offices which make up the building’s facilities. 
Although the units are separated by a wide en- 
tranceway they are connected by the continuous 
roof so that entranceways, like the walks in the 
court and along the street side, are protected from 
the sun, and the group achieves a visual unity. 
Situated in what is now an undeveloped area (but 
which will probably not long remain open, con- 
sidering the rapid growth of the Phoenix-Scotts- 
dale district) the building has a strong affinity for 
its desert site through both its color—desert tan— 
and the materials used—slump block on filler walls, 
cast stone on fascia and columns. Simple textures 
and native and tropical planting further reflect the 
region. The building was built at a cost of $13.76 
per sq ft. 


Stuart Weiner photos 
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The Lenart Building 
LOCATION: 


Phoenix, Arizona 


ARCHITECTS AND ENGINEERS: 
Edward L. Varney Associates 
STRUCTURAL ENGINEER: 
Charles Magadini 


MECHANICAL ENGINEER: 
Robert Lockerby 


CONTRACTORS: 
Kitchel-Phillips Contractors Inc 


Hugh Ferriss rendering of the winning design in the FDR Memorial Competition: the entry of architects William F. Peder- 
son and Bradford S. Tilney of New York, in association with Norman Hoberman, sculptor, Joseph Wasserman and David 
Beer, associates, and Ammann and Whitney, structural engineers. For description, additional photographs and the report 


of the jury, see Feb. 1961 issue, pages 12-15. 


DEBATING THE FDR MEMORIAL 


A Plea for Relevance 
By John Ely Burchard 


Called to the lists by a fanfare of hostile critical 
trumpets, the knights of controversy are burnishing 
their shields, adding weight to their maces and 
occasionally sharpening their spears. Unless too 
many tragic world events keep demanding our at- 
tention we can expect a melée over the winning 
design for the Franklin Delano Roosevelt Memorial 
Competition; beside it the Congressional arguments 
over the Air Force Academy chapel are likely to 
seem calm and sane. In the melée many will be 
jousting with each other rather than the accoladed 
champion: scoring all sorts of irrelevant points and 
hollow victories; and in this general slashing about 
the public is likely to have more amusement than 
illumination: while some delicate and important 
crockery may, unfortunately, be smashed. 

This is too bad. Debates about esthetics are not 
only inevitable but desirable. More than one intel- 
ligent Roman deprecated Bramante and his patron 
Julius II, saying they destroyed more than they 


built and were the “makers of ruins." Raphael 
found it difficult to praise the new marvels of Rome, 
knowing as he did that they were born in the fires 
that calcined the ancient marbles. Many Floren- 
tines who admired regularity were unhappy that 
Michelangelo’s scheme to project the motif of the 
open arcades of the Loggia dei Lanzi all around the 
Seignory Square was not adopted. Indeed this most 
celebrated of Renaissance squares was not achieved 
in a single thrust but rather accumulated over 
centuries by the work of such different (and tem- 
pestuous) men as Arnolfo di Cambio, whose palace 
started it off, Orcagna, Donatello, Michelangelo, 
Bandinelli, Cellini, and Ammanati. Not a statue 
was moved, not a new one installed without an 
intense fight, and the blows and cuts were not al- 
ways limited to words. 

Artists no doubt still feel these matters intensely, 
do not really like each others’ work, but they are 
half house broken, today keep their most brilliant 
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THE OTHER FINALISTS (Feb. 1960, pp 14-15) 


1. Abraham W. Geller Group. 2. Rolf Myller Group. 3. 
Wehrer-Borkin Group. 4. Sasaki, Walker & Associates— 
Luders & Associates Group. 5. Tasso Katselas Group 
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sallies to themselves so that their part in the con- 
troversies is often less central than it was in Flor- 
ence. This is a pity, for if there is to be a discussion 
it might best be conducted more by people who 
have something to say and less by reporters and 
Congressmen. 

And no one could wish that there would not be 
controversy if its existence indicates a lively in- 
terest in the state of the public arts and not merely 
a desire for notoriety or a cheap chance to get an 
approving nod from the gum-chewing and straw- 
sucking elements of a Congressional constituency. 


A Pejorative Overture 


Even before it begins, the terms of the discussion 
are shrill. To insist as one juror did that there 
would always be controversy in the arts (hope- 
fully, true) and to conclude from that that the 
jury’s judgment was sound was a brilliantly irra- 
tional non-sequitur. To name the winning steles as 
‘instant Stonehenge” was neither descriptive nor 
helpful. The winner can всагсеіу recall Stonehenge 
in any serious way to anyone who has seen the 
old complex and the implication that the project is 
therefore Druidical, savage, and thus inappropri- 
ate is most unfair, whether or not intended. It was 
not helpful to compare it with Karnak, which it 
resembles even less either physically or in its ne- 
crological connotations. But there are also less 
spectacular and equally pejorative terms that have 
worked their way into the overture. If you want to 
court favor with artists simply call their enemies 
"verbal" “literary,” “cerebral,” “intellectual.” By 
doing this you have made it clear that the real 
boys are inarticulate, ignorant about history and 
think with their guts. “Literary” has an additional 
bad connotation in writing about architecture be- 
cause it also suggests that the sources of inspira- 
tion are associational: e.g., that reviving Gothic is 
done mostly with an eye to ephemeral Gothic his- 
tory rather than to eternal Gothic verity. So when 
you call the new memorial design “literary” you 
have really smeared it in the minds or sentiments 
of a good many thoroughly respectable afficionados. 
But if you stop feeling and think for a while you 
will realize that a memorial is by definition and in 
the largest sense literary; and also in the literal 
sense, for the makers of memorials to any one save 
the deities have never quite dared trust to the fra- 
gility of human memory. Thus statues, even photo- 
graphic ones, of Napoleon and Washington are at 
least labeled with a name and often places and 
events as well; the Lincoln Memorial is plastered 
with the famous words of the hero and it is hard 
to say whether in the end the words or the statue 
are the most moving, though the third component, 
the Baconian Greek temple, is clearly not the main 
thing. So as memorials become more and more ab- 


stract and less and less certain to communicate 
the generally same idea to all people, why should 
the words not increase in importance? I expect 
that when you decide to build a memorial to a hero 
it is your intention that the acts and the life of 
that hero are to be recalled, and quite spontaneous- 
ly, to the memory of those who follow. If a me- 
morial is but a pretext to provide sculpture in a 
park, then the whole idea is dishonest, no matter 
how great the sculpture. If there is to be a memo- 
rial to one of the greatest of American heroes, 
Franklin Delano Roosevelt, then it should speak 
about him and not about hollow men or birds in 
flight. FDR was an exceptionally verbal man and, 
like Churchill, he moved people to perform beyond 
their strength; and he did this not by his taste in 
architecture—which was conventional апа ill-de- 
veloped, though positive—not by his painting or 
his music, but by the words he used, the quality 
of his voice, the impression of sincerity he con- 
veyed, his manifest concern for the underprivileged 
and the weak, and his towering personal and 
public courage, so that the greatest of all his utter- 
ances turn around freedom from fear, or enjoin us 
that we have nothing to fear save fear itself. All 
this is pretty verbal and pretty literary and so I 
would tend to regard such appellations as compli- 
mentary; it would be an illiterate monument I 
would worry about. I suppose this is the time to 
say for what it is worth (and it is worth very little) 
that in my opinion the winning design, if executed, 
has a chance of being very good. But that is not 
really involved among the things that concern me 
about the impending debate, although the merits 
of the design will be the ostensible subject of all 
the talk, projected mostly by people who have seen a 
single photograph and who have not, in their lives, 
demonstrated any particular competence (as the 
jury for example had) at visualizing what a three 
dimensional complex presented in model form will 
seem like to a human being who is walking in it 
at full size. This by no means implies that we 
should accept the awesome authority of the jury 
as final; but it does ask that we should demand 
to see the credentials of those who debate; and 
if any choose to debate anonymously one has to 
say they have presented no credentials at all. 


Perils of Irrelevance 


What kinds of credentials may we expect to be 
offered? A motley lot, no doubt. 

Among those who seem to be talking about the 
merits of the design there will be those who are 
really expressing the doubt that “that man” should 
be memorialized at all. Such people are by no 
means all dead though most of the time now they 
whisper to each other or coddle their remembrances 
of things past. In the next echelon will be those 
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Hedrich-Blessing 


SOME OF THE 22 HONORABLE MENTIONS 


1. Edward Larrabee Barnes of New York, with Giovanni 
O. Pasanella and Jaquelin T. Robertson. 2. H. P. Davis 
Rockwell, Flossmoor, Ш. 2. Joseph D. Murphy and Eugene 
J. Mackey, St. Louis, with Hillis Arnold (sculptor). 4. 
Bruce A. Abrahamson & John Rauma, Minneapolis 
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MORE OF THE HONORABLE MENTIONS 


1. Oscar Stonorov and J. Frank Haws, Philadelphia, with 
Otto Reichert-Facilides, Richard E. Martin, Peter Nichol- 
son, Alfred Clauss and Jane West Clauss. 2. Lewis Davis, 
Samuel M. Brody and Chester J. Wisniewski, New York, 
with Albert Bergman, Carl Meinhardt, Ralph Steinglass, 
Ikuyp Tagawa, Edith Wong, and Julius Twyne, Jr. 3. 
Elizabeth and Winston Close, Minneapolis. 4. William J. 
Stanley, Los Angeles, with K. A. Rickerson. 5. John M. 
Johansen, New Canaan, with Costantino Nivola, John D. 
MeVitty and Maria Fenyo. 6. Anthony V. Genovese, 
Ridgewood, N.J., with Eugene A. Meroni and Herbert 
Maddalene. 7. Perry, Shaw, Hepburn and Dean, Bos- 
ton, with Richard K. Webel. 8. Percival Goodman, 
New York. 9. S. Robert Anshen and William Stephen 
Allen, San Francisco, with Tibor Fecskes, Valentine G. 
Agnoli and Elio Benvenuto 
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who admired or even loved FDR but solely on spe- 
cific New Deal lines and who fundamentally find 
the idea of à monumental memorial to be immoral 
when the same funds could produce something 
"useful" for the living, especially the living poor. 
This is of course a perennial and significant ques- 
tion and it deserved much more publie discussion 
than it got when the Commission announced 
against hospitals, libraries, swimming baths or 
other conventional “living memorials’. Perhaps it 
should be debated more in deciding what memorial 
should finally be built; but it is irrelevant, incompe- 
tent and immaterial to the issue of whether the 
winning design should have been the winner. 

One step nearer to relevance but not much nearer 
will be those defenders of the public purse who 
continue to believe, and earnestly, that the United 
States became great through prudent parsimony, 
that nations which save capital will succeed while 
those who squander it on art and luxury will die. 
It was the view held by John Adams, who suggested 
we postpone the arts until we were farther along 
in other things. The idea is heard in different dec- 
ades—it may even turn up in the defense a motor 
company president recently made of fins and an- 
nual model changes, insisting that “personal” goods 
were intrinsically more important than “social” 
goods (e.g. public art), implying that fins were 
somehow the unpuritanical, the “American” way. 
The idea is that bureaucrats define public art but 
that those who define fins are free from bureauc- 
racy. On this line of argument the people of the 
United States are still reluctant supporters of art 
through the public or even the quasi-public purse 
and this reluctance will show through what many 
seem to be saying about the specific work. 


The Problem of Identity 


Then we will come nearer to those who do care 
primarily about memorial or esthetic considera- 
tions. Of these the memorial considerations will 
inevitably be elusive. The memories, the personal 
memories, of FDR are still green as they were not 
for Lincoln and Jefferson when their memorials 
were under consideration. The character of FDR 
was itself Protean and the interpretations indi- 
viduals made of this character were still more 
Protean. He was not a man to be taken or left 
alone. You loved him or you hated him and there 
was not much middle ground. When he died many 
people wept, but they were weeping about different 
things. It is hard to conceive of any design that 
could manage to say to each person who loved the 
memory “you see this memorial clearly recalls ex- 
actly the traits you admired and loved most." 

On the esthetic side there will be infighting too 
before talk about the merits begins. We must look 
for those who would like really to scotch any mod- 
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ern design and replace it with work by the con- 
temporary Bernini who, alas (perhaps alas), does 
not exist. Despite the manifest general acceptance 
of contemporary work the old guard dies but never 
surrenders, as the recent tussle over the Gugler 
proposals showed. Opposition to the winner may 
therefore veil a much more general opposition. 
There will be a little of this among artists and 
architects and critics and considerably more in the 
halls of Congress. The men still sit there who con- 
demned the Air Force Academy chapel as “atheis- 
tic." Though President Kennedy may not flush red 
when he sees a modern design, as President Eisen- 
hower is said to have done, we do not know what 
his taste or his interest may be. Liberals have not 
in general been more or less sensitive to the cur- 
rents of art than conservatives. A number of artists 
of the right names were invited to the Inaugura- 
tion, but nobody knows who picked them. 

President Kennedy is unlikely to want to emu- 
late Calvin Coolidge in anything. He will not reject 
Cezannes offered to the White House; he will not 
decline to send contemporary American paintings 
abroad; Mrs. Kennedy is said to have some interest 
in the contemporary arts. Their own ways of life 
and their domestic esthetics are conventional, 
which is their privilege. But they are not Carrie 
Jacobs Bond types and are not likely to offer ob- 
stinate roadblocks to contemporary arguments. We 
are lucky to be able to say so much. There is no 
reason in American Presidential history to look 
with hope to the White House for taste or leader- 
ship in these particular matters and in these times 
it might even be inappropriate. 

As to the Congress, the critics of the country 
ought perhaps to form a “truth squad” to correct 
the wild statements that so many Congressmen will 
make, quite outweighing the intelligence and sensi- 
tivity of a few: an inevitable few, since sensitivity 
to the arts is by no means a major qualification for 
legislative statesmanship and might even be a bar- 
rier to election from some communities, were it 
widely known. 


A Vote for Honest Criticism 


The risk of overstatement from the right is gen- VS {аа Эл 
erally understood these days but the risk from the 
avant garde is less often explored. Many who de- 
fend the winner will be doing so not because they 
really think it to be good but because they think 
that to do less would be somehow to “betray” the 
modern movement. I do not see how the modern 
movement today can be regarded as a tender plant 
still to be shielded from criticism of its excesses or 
failures on the ground of “treachery.” Тһе time 
has long passed when this is tenable. If the design 
is not a good design let it be said by serious critics 
who still support contemporary ideas and who are 
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not “traitors.” But it is not easy to know how to 
say these things without doing harm, for the op- 
positions I have mentioned leap on every defection 
and are triumphant and ruthless in their ability 
to quote out of context. There is no doubt that 
there are many people who would like to curb the 
newly found freedom in the design of some Federal 
buildings, notably our new embassies and chancel- 
leries but also occasional domestic things remote 
from the scrutiny of the Arbiters on the Potomac. 
A violent debate on the competition conducted in 
unfortunate terms could really do a great deal of 
harm. As to this, it seems to me, we can only hope. 
Honest criticism, especially measured criticism, 
should not be withheld—there might be some cau- 
tion against being carried away by the excitement 
of polemic or the enticement of phrase making. 


The Big Questions 


As the debate is conducted it is probably unfor- 
tunate though certainly inevitable that major 
questions will be lost in the argument about the 
particular design. These questions are perhaps phil- 
osophical and theoretical but not less important 
thereby. 

Is it possible in these days to memorialize any- 
body in a significant way through artifacts? If it 
is possible is a monumental artifact possible? Do 
we know how to make one? Do artists have their 
hearts in the job when they try? If a monumental 
artifact is possible how can artists who work at 
the highest level of individuality and personal ab- 
straction the world has ever known find a way to 
produce something that cannot be personal but 
must be general, that cannot be a success at all 
unless it communicates widely ? 

After these questions there comes the question 
of the urbanism of Washington, less whether the 
new monument will do any harm to the existing 
vistas, which it probably will not, than whether it 
will add anything important to the roster of place- 
identifiers which great cities have to have. 

None of these, it is safe to regret, will occupy 
much attention. 

In discussing the design there are two different 
questions. The first is: was it the best of those 
offered and therefore deserving of the prize? This 
the jury (and a good jury) has said it is. If this 
is the point of discussion, then comparison with 
other submissions is of the essence—attacks on the 
winner alone are meaningless. Such a discussion 
serves some useful purpose, regardless of whether 
it endorses or repudiates the jury, which does not 
matter, for it calls public attention to questions of 
design. 

Indeed that is all discussion at this level is likely 
to produce. The Chicago Tribune competition, it is 
true, brought the second place winner, Eliel 
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Saarinen, to our country and thus added to our 
architectural stature. But such an event is unlikely 
here. At best it can only publicize an American 
unknown since, regrettably, the terms of the com- 
petition excluded foreign talent—regrettably be- 
cause many foreigners loved, admired and under- 
stood FDR as well as Americans and because an 
enormous reservoir of talent was left untapped. 
But the purpose of comparison should not be to 
demonstrate that the jury was incompetent, be- 
cause the jury was very competent, individually 
and collectively, probably more so than most of 
the discussants who have or will enter the lists. 
It would help in such a discussion if we could all 
know whether the jury was unanimous. Dissenting 
opinions have been found valuable in the law and 
they would be valuable in assessing esthetic judg- 
ments—incidentally, they would improve the role 
of any chairman, unless he should be the kind of 
person who regarded harmony as the only pearl be- 
yond price. 

The wider question is not whether the design 
should have won the competition but whether it 
should be built. It is too bad that juries so seldom 
have the courage to make no award at all. I hasten 
to say that I do not imply that the winner in this 
case did not deserve an award. 

In this competition the jury was categorically 
authorized to make no award if it felt no proposal 
sufficiently fine; by implication we have to assume 
the jury did decide the award was earned. But 
such refusals to award take a lot of spunk—and 
their rarity even when permitted makes all jury 
judgments a little suspect. Given our mores, if a 
jury really thinks a winning design deserves to be 
built it ought to say so in ringing, unequivocal 
and convincing terms; it has said so once but this 
needs to be repeated over and over; and when the 
sniping begins it should be redoubtable in the de- 
fense of its conclusions. I hope that will happen 
here; I hope all the extraneous reasons for opposing 
the winner will be disregarded; that the irrelevant 
arguments will not be adduced ; and I hope also that 
the debate will be vigorous, noisy, but fair and to 
the point. 


Let an Informed Public Participate 


I hope more than this. I hope the publie will 
participate and to this end I hope an excellent 
model, big enough to be understood by laymen, 
wil be built and circulated through the country 
while the discussion is going on. San Francisco has 
given a recent notable example of public scrutiny 
in a competition and the Roosevelt Memorial is 
much more important to the nation than the Golden 
Gate Project. 

All this I hope: but I am too old to go about con- 
fusing hopes with expectations. 
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Baltazar Korab 


А LOT OF HOUSE FOR А LOW BUDGET 


OWNER: William H. Kessler 

LOCATION: Grosse Pointe, Michigan 
ARCHITECTS: Meathe, Kessler and Associates 
ENGINEER: R. H. McClurg 

CONTRACTOR: H. С. Smith 
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Kessler House 


An unusual amount of comfort, privacy, 
spaciousness and style are found in this 
budget house built by Kessler for his own 
family. And the plan affords a degree of 
“zoning” seldom found in a small square 
house: the parents’ bedroom, living area 
and garden are at the front; childrens’ 
play and sleeping areas, and a yard for 
play are at the back; bedrooms can be iso- 
lated from all living areas for entertain- 
ing; the two big living areas can be used 
separately or together, along with their 
adjoining outdoor spaces. 

Total cost of the house and its typical 
city lot was about $30,000. Economies 
were made by the nearly square shape 
(about 39 by 42 ft), and by ganging all 
utilities into a central core. The bath and 
kitchen in this core have skylights and 
vent fans (see photo bottom center). The 
structure is light steel frame with a wood 
deck roof left exposed for the ceiling. The 
steel frame also serves as members to 
secure the glass. 

The lot is surrounded by typical neigh- 
borhood houses, and a hospital is across 
the street at front. For privacy, the brick 
side walls are almost completely blank, 
and the front is shielded by a high brick 
wall. 

Interior partitions are painted drywall 
construction. Floors are plywood sur- 
faced with carpet, vinyl or ceramic tile. 
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Kessler House 


In spite of the set-back requirements 
of the site, outdoor living areas were 
provided for the major rooms at the 
front of the house by creating a gar- 
den court screened by a textured brick 
wall. (The court is seen from a corner 
of the living room above.) The brick 
patern and accordian roof provide a 
more ornamental facade than often 
found in houses where the front is 
blanked off. 

A pleasant entrance is provided at 
the side, with a roof connecting to a 
storage room. A carport will be added 
adjoining this as indicated on the plot 
plan on the first page. The house is 
heated by a package gas-fired air fur- 
nace with thermostat controls. Kitchen 
equipment is all electric. 
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JAPANESE IDIOMS 
ARE ADAPTED FOR A 
PRACTICAL HOUSE 


BERI I LOL doa 


OWNER: 
Dr. and Mrs. Max Fischer 


LOCATION: 
Washington, D.C. 


ARCHITECTS: 
Brown & Wright 


CONTRACTOR: 
Arthur Strissell 


LANDSCAPE ARCHITECT: 
Lester Collins 


INTERIOR DESIGNER: 
Lillian Walsh 


Davis Studio 
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Fischer House 


A mixture of reminiscent Japanese forms and 
American practicalities has been brought off with 
considerable verve in this comfortable city house. 
The owners lived for a year in Japan, grew to ad- 
mire the architecture, and frankly decided they 
wanted a similar environment in their new home 
in Washington, D. C. The architects thus used many 
forms and devices “for their mnemonic value" 
(shojis, a modular panel system, a gravel garden, a 
walled-in lot), and managed by using them, to gain 
a degree of spaciousness and privacy unusual in a 
town house. 

Explicitly planned for extensive indoor entertain- 
ing of “shoe-wearing guests", the plan makes deft 
use of the shojis. Gallery, game, living and dining 
rooms can all be opened together to create a really 
big space for major functions. Glass walls and the 
gardens add to this sense of space, and the 7-ft high 
garden wall gives privacy. 

A frame of red wood and fir was constructed to 
hold panels of cement plaster, wood and glass. The 
interior walls are white-painted plaster, walnut pan- 
eling or grasscloth. Floors are surfaced with mosaic 
tile or carpet. A modular measure was used through- 
out. 

All materials and finishes were chosen for the 
greatest possible ease of maintenance, including the 
garden. The ground is covered with polyethylene 
under white gravel to obviate the need of lawn mow- 
ing or weeding. Rocks and water play as important 
a landscape role as plants. 

A sharp drop in the site (note in photo far right) 
was used to give access to a carport at basement level 
and give daylight to the recreation room. The big 
basement storage room, as well as ample closets 
throughout add much to the livability. 
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Fischer House 


Card parties are provided for in a spec- 
ial long, narrow room (photo at top). 
The room can be opened completely to 
the gallery and living room by sliding 
back the shojis. 

The gardens are designed to add 
close-range vistas on the city lot to 
supplement the longer range ones com- 
manded by the rise of the site. The wali 
is of sufficient height to give complete 
privacy from the adjoining streets. 

Four year-round combination furnace 
Systems are used in the house for zon- 
ing. Kitchen equipment is all electric 
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Some Suggestions 


For Urban Housing 


Formula will not solve the urban hous- 
ing problem. Indeed, application of 
formulae has been a principal factor in 
creating the problem. Consider the ur- 
ban tenement, which crowds many 
humans into noisy, airless, confusing 
spaces, far removed from parks and 
recreation areas. Traffic functions (car 
movement and car parking) are inter- 
mixed; ground areas are cluttered with 
service entrances, garbage cans, drive- 
by Gyo Obata ways, alleys. Obtaining visual enrich- 
assisted by George Hagee ment in such a situation is difficult to 
impossible; and many high-rise apart- 
ment projects are as vulnerable in this 
regard as older slum tenements. 
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Suburban sprawl—an equally destructive formu- 
lary "solution"—gains light and air (at the cost 
of much unnecessary utility and road development) 
but often leads to a widespread, dreary sameness. 
Confusion of spaces still prevails; with play areas 
interrupted by driveways, and picture windows 
looking out over “front yards" to traffic laden 
streets. The proper articulation of publie spaces 
(streets, parks, plazas, etc.) and private spaces 
(dwellings, gardens, courts, etc.) is missing, and its 
lack is both esthetically disquieting and sometimes 
—in this motor age—downright dangerous. Tene- 
ment housing preserves unity in undesirable ways; 
suburban sprawl destroys unity, becomes amor- 
phous. 

Our urban housing problem stems in part from 
our history. Land was plentiful and the population 
small in early America; a tight urban pattern was 
not necessary, as in Europe. Most housing needs 
were met by single-family houses on separate plots, 
with resulting densities of from two to four houses 
per acre. With industrialization, America was un- 
prepared to deal thoughtfully with the need to house 
more people on less ground. Amenable precedents, 


Lower East Side Tenements, New York such as Boston’s Louisburg Square, or Georgetown 
(near Washington) were ignored. The tenement re- 
sulted. Later, with the mobility lent by the automo- 
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bile, the subdivision emerged as the “to every man 
a castle” reaction. But the subdivision often fails 
to give sufficient attention to a humane and con- 
sidered relationship of streets, yards, and houses— 
despite its quantitative growth. The New York Re- 
gional Plan Commission estimated several years ago 
that the New York-Connecticut-New Jersey metro- 
politan region then containing 15.5 million people 
in 1100 square miles would expand 25 percent in 
population but 64 percent in area by 1975, primarily 
because of subdivision type growth at densities re- 
verting to the two to four units per acre of 100 years 
ago. Undoubtedly this pattern will be repeated in 
many other areas, scattering large numbers of fami- 
lies in separate houses on separate plots. Why not 
correct the faults of the typical subdivision and create 
a well ordered environment that uses less land? 

We offer three architectural suggestions. First, 
revert to horizontally connected units (row houses, 
semi-detached houses, etc.) or to vertically con- 
nected units (high-rise apartments, duplexes, mai- 
sonettes, etc.)—in both cases supplemented by 
small gardens, courts, secluded yards, and private 
balconies. Ground space saved may be pooled as 
common area, and densities of 10 to 15 units per 
acre for row houses, or up to 100 for high-rise apart- 
ments may be realized without harm. Second, dif- 


View of Manarola, Italy 


Louisburg Square, Beacon Hill, Boston 


Obata on Apartments 


ferentiate spaces by function: the car in motion vs. 
the car at rest, etc. Third, provide for use sequence 
of spaces, so that one is conscious of moving from 
public street to semi-public parking to semi-private 
entrance court or entry to private space for living. 
At Marseilles, Corbu emphasized the transition 
from corridor to apartment by painting the win- 
dowless corridor black, in contrast to the lightness 
within the living areas. 

For each project, particular conditions determine 
the particular character the project will assume. 
These include density and unit types, required areas 
or units and rooms, possible orientation, provisions 
for parking, selection of structural and mechanical 
systems, and choice of materials. In considering 
these we must bear in mind that each choice must 
perforce relate to the total expression; that each 
solution for a detailed problem must point towards 
a strong total unity. 

First, programming. Densities, unit numbers, 
room sizes, and unit apportionment are usually sug- 
gested by the owner, consultant, or government 
agency. Nevertheless it is the architect’s duty to ex- 
amine these requirements in the light of his own 
experience and, if necessary, revise them to reflect 
his evaluation of human needs. In respect to density, 
the architect may be the only one who can define, 
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Total No. of Units 1,090 912 480 
Total Parking Spaces 845 915 960 236 
* Total Land Area 5.0 acres 12.3 acres 87.75 acres | 11.3 acres 
Density—Units/acre 218/acre 74/acre 6/acre 21/acre 
% building coverage 
to total land area 28% 8% 10% 
% parking and streets 
to total land area 27% 34% 23% 
% open land space 
to total land area 45% 58% 67% 
** % building service areas 
to total building area 19% 18% 23% 
** % service area/floor 
to total area/floor 13% 11% -- 


* Plaza acreage does not include property owned Бу two churches which are 
actually a part of the scheme. 


** Service area includes elevators, stairs, circulation, etc. 
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No. of Units 
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No. of Units 
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Total area 
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Total area (balcony @ 
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Balcony (full area) 


< 
т 
а. 


FHA (Revised, 
Arch. Record 
Oct., 1960) 


St. Louis 
Hills Towers 


Wenneker 


(Fst stage) 


Siteman 
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70 
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70 


200 
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Total area (balcony @ 
7% area) 
Living-Dining 
Master Bedroom 
Bedroom 

Bedroom 

Balcony (full area) 
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in adequate terms, the relationship between height, 
building requirements, and ground usage. When one 
is able to vary height and coverage, models will be 
found useful in studying this problem. 

Budget usually determines size, and the architect 
seldom has any control over the budget sum—but he 
is still obliged to give the owner the maximum pos- 
sible space and quality for the money. In order to 
stay within budget bounds, we make several cost 
estimates during design study and the development 
of working drawings. 

Since structural considerations affect cost and 
may seriously inhibit room planning and arrange- 
ment, extra thought should be given to the choice 
of structural systems. For high-rise apartments, we 
are making increasing use of concrete systems, 
which are economical. With a concrete flat-slab 
system, ceilings can be finished by painting the slab 
itself or by a 1% in. plaster skim, avoiding suspend- 
ed ceiling costs. Flat-slab floors also allow flexibility 
in moving columns to suit the plan. In addition, 
such a system allows exploration of possibilities for 
exposing the structural frame with column spacings 
other than one-to-one for the exterior expression. 
Moreover, the problems and costs of fireproofing are 
avoided. 

As for mechanical systems, our experience indi- 
cates advantages in using fan coil water systems 
for heating and cooling. Normally, such systems co- 
ordinate well with structure and architecture, and 
offer considerable thermostatic control. 

If possible, adequate sunlight should be brought 
to each apartment unit. But solar orientation is not 
the only answer in siting the building or in placing 
rooms, since surrounding structures and existing 
land conditions will affect both. In a high-rise build- 
ing the largest apartment units should ideally go in 
the corners, for two-way orientation. In low-rise 
developments, cars should be parked only on the 
entry side; and rooms in which light is relatively 
less important (baths, service areas, and sometimes 
bedrooms) can be located on the entrance side so 
the other portions of the apartment can open out 
into park-like areas free of automobiles. 

As for choice of materials, we believe unity can 
be achieved by using only a few materials that 
weather well. For exteriors, we frequently use con- 
crete which has been poured in plastic-coated ply- 
wood forms, and finished with a plastic coating. 
Such a material is economical, weathers well, and 
helps in architectural expression. 

After examining various possible design concepts, 
the architect is required to come up with a scheme 
that fuses all of the foregoing considerations into 
a strong, meaningful unity. The important word 
here is meaningful. We must ask ourselves: do our 
assumptions really relate to human needs? have all 
the needs been brought into focus? The ultimate 
evaluation must be made in terms of needs, ameni- 
ties, and meaning for the future residents. 
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HOUSING?FOR A METROPOLITAN SUB-CENTER 


St. Louis Hills Towers, Near St. Louis, Mo. 


Located seven miles southwest of St. Louis’ central 
core in an older, built-up section contiguous to a 
commercial area, this project capitalizes on the op- 
portunity to symbolize the site’s sub-center char- 
acter by playing tall buildings against a surround- 
ing low pattern. The surrounding low buildings, un- 
impressive from nearby ground level, fuse into a 
textural pattern from a height. The Webb & Knapp 
organization and their St. Louis associates, G. J. 
Nooney & Co., conceived and sponsored the devel- 
opment. About 900 rental units were called for, 
divided equally between efficiencies and one- and 
two-bedroom types. 

The design calls for four 20-story, square build- 
ings, staggered on two city blocks, with 100 percent 
parking (surface and garage). Since the two-story 
first floor of each building is used for non-living 
areas, the relatively large extent of surface park- 
ing should not affect the outlook seriously. 


Point block rather than slab buildings were de- 
signed since the ratio of service to apartment area 
per floor is more favorable when a sufficient num- 
ber of typical units are grouped on one floor. The 
concrete flat-slab system made possible the expres- 
sion of columns with varied spacing on the exterior. 
The elongated exterior columns serve as wind brac- 
ing; while freely placed elongated interior columns 
are wall segments that fall (with one exception) 
within an 18 ft block spacing. A systematic wall 
pattern for the exterior stems from the 6- and 12- 
ft column spacings. Bedrooms have a 6 ft glazed 
bay and a blank 12 ft bay; while living rooms and 
balconies reverse that arrangement. All closed ex- 
terior walls house chases for hot and cold water to 
serve peripheral heating and cooling units. 


ARCHITECTS & ENGINEERS: Hellmuth, Obata & Kassabaum 
STRUCTURAL ENGINEER: Albert Alper 
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Dorrill Photographers 


HOUSING IN THE CITY CORE 
Plaza Square Apartments, St. Louis, Mo. 


This project provides approximately 1000 apart- 
ments in six 12-story buildings in downtown St. 
Louis, close to the main business section. The site 
was formerly a run-down commercial area now 
cleared and redeveloped under the sponsorship of a 
state authorized, local redevelopment corporation. 
Two landmark churches that had to be preserved 
imposed a design limitation, as did the busy street 
bisecting the site longitudinally. 

The apartments are divided into 30 percent effi- 
ciencies, 55 percent one-bedroom, and 15 percent 
two-bedroom types; are housed in 12-story, flat-slab 
buildings with double-loaded corridors, oriented 
east and west. A native limestone grid covering the 
structural frame is accented on the long elevations 
by colored porcelain panels. The height is econom- 
ical for elevator service and relates to the scale of 
nearby downtown office buildings. The orientation 
permits sunlight in all living rooms and bedrooms 
and in the open spaces between buildings. The be- 
tween-buildings spaces are important to the con- 
cept; through landscaping, patio patterns and the 
quality of the old churches were designed to express 
a semi-public character appropriate as transition 
between public streets and the private spaces with- 
in the buildings. 

Parking is provided in both an underground ga- 
rage and on the surface. That constructed under- 
ground was separated from the apartment buildings 
to avoid conflict with the structural pattern of the 
apartment buildings. Bays appropriate to automo- 
bile parking would have required changing the bays 
of the apartment buildings, which would have been 
possible, but only with unseeming effects on apart- 
ment planning. Since total underground parking 
was not possible under the budget, and the avail- 
able site area was limited, à combination of semi- 
depressed, landscape screened parking plus an un- 
derground garage appeared as the best solution to 
the problem of handling the automobile at rest. 


ARCHITECTS: Hellmuth, Obata & Kassabaum and 

Harris Armstrong 

ENGINEERS: John D. Falvey, Mechanical; William C. E. 
Becker, Structural; Horner & Shifrin, Utility 
coNTRACTORS: Paul Tishman and Fruin-Colnon 


ABK Photo Service 


“The question of spatial ordering and sequence re- 

lated directly to a consideration of the pattern of 

ІШІ views both approaching the project and within the 

ШІ T "m project. From public street approaches one proceeds 

Ш1 to semi-public between-buildings spaces to the semi- 

i privacy of entries and corridors to the privacy of 

the apartment. From there a new set of views relate 

to the spaces between the buildings, the other build- 

ings, the streets, the two park areas across bounding 
streets, and the downtown areas beyond” 
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THE DEVELOPMENT RESTATED 


The Burt M. Wenneker Project, Near St. Louis, Mo. 


Located on flat land near an industrial area and 
zoned for single family residences, this 92-acre tract 
for 440 families might have become another exam- 
ple of suburban sprawl, except that the County Plan- 
ning Commission, concerned with the growing mo- 
notony of mushrooming subdivisions, pointed out a 
statute permitting apartments in such areas—pro- 
vided over-all density does not exceed that of single 
family residences on separate plots. The developer 
was also aware of a market for rental housing. 

Minimum access points to the street system will 
encourage moderate speed driving; the driver will 
be concerned mainly with the road, and only sec- 
ondarily with the dwelling clusters and their fore- 
courts. The parking areas are tightly walled-in 
spaces, there being little use in devoting space to 
other than car parking and human circulation 
needs. Joining the houses effects considerable utility 
savings. 

The dwellings—varied in plan—are each individ- 
ually expressed and strive to capture a character 


too often missing in subdivision housing. Entrance 
is through a small, private courtyard, transitional 
between the nearby parking space and the dwell- 
ing. Kitchen and service elements are located on 
the entrance side, so that living areas can look out 
over a courtyard to pleasant garden areas. 

A certain amount of risk enters into program- 
ming unit types and room sizes for a project such as 
this, but economic surveys and analyses, plus the 
experience of developer and architects, led to a 
scheme with approximately 15 percent one-bedroom 
apartments, 75 percent two-bedroom, and 10 per- 
cent three-bedroom. However, since the project will 
be built in stages during a three year period, these 
ratios may be changed for the later stages in the 
light of experience gained. Regarding square foot- 
age, the architects (who regard PHA and FHA re- 
quirements as minimal) have made an effort in this 
project to provide living rooms at least 17 ft wide, 
and bedrooms 11 to 12 ft wide, in order to permit a 
degree of flexibility in arranging furniture. 


ARCHITECTS: Hellmuth, Obata & Kassabaum 
ENGINEERS: Harold P. Brehm, Mechanical; 
Albert Alper, Structural 
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HOUSING AS PART OF A NEIGHBORHOOD 
The Siteman Development, St. Louis, Mo. 


This project consists of a shopping area integrated 
with about 250 apartment units, divided in the ratio 
of 75 percent two-bedroom and 25 percent one-bed- 
room and three-bedroom units. The site lies on a 
major loop highway around St. Louis; zones for 
commercial use over a 350 ft depth, and for resi- 
dential use through the next 700 ft, with a height 
restriction of three stories. 

Since the site consists of a valley hemmed in by 
higher ground at the perimeter, rough models and 
site plan sketches were used to examine the rela- 
tionship of housing to commercial area; housing 
units to contours; and to check the number of units. 
The final plan consists of apartment "chains" gen- 
erally parallel to the contours, stepped down the 
slopes, leaving the valley open as a community area 
that flows into the shopping center. This arrange- 
ment should increase the use of stores by residents, 
since pedestrian travel to them can be made attrac- 
tive by judicious landscaping. Access roads at the 
perimeter never cut across the site; there is a clean- 
cut separation of automobile and foot traffic. 

From across the road, the project appears as a 
textural pattern because of the changes in level. 
From within the project, however, a freely inter- 
woven space pattern formed by the buildings be- 
comes apparent, but with spaces ordered according 
to their uses. Entrance from parking areas, always 
on the higher side, is at mid-level between the first 
and second floors of the three-story units. Bedrooms, 
where less window area is desirable, are on the en- 
trance side, permitting living areas and balconies 
(on the downhill side) to look out over the commun- 
ity area. Each group of six apartments is han- 
dled as one mass, staggered either horizontally or 
vertically from its neighbors, and marked visually 
by the pulled-out stair towers. 


ARCHITECTS & ENGINEERS: Hellmuth, Obata & Kassabaum 
UTILITY ENGINEERS: Horner & Shifrin 
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BACKfBAY 
CENTER HALL 


330 Beacon Apartments, Boston, Mass. 


This recently completed 17-story structure— 
the first large, privately financed apartment 
building to be built in Boston in 27 years— 
features an unusual plan in which all living 
rooms look out over a balcony to a view of 
the Charles River Basin, and in which nearly 
every apartment extends through the width 
of the building for cross ventilation. Circula- 
tion, storage, and service elements are cen- 
trally concentrated in the plan, with the re- 
sult that no room suffers from traffic, and each 
apartment becomes, in essence, a modernized, 
one-story version of the old Back Bay center 
hall house. 

Living and dining spaces and their balcon- 
ies are grouped on the river side of the build- 
ing (top photo at left), while bedrooms are 
all on the opposite Beacon Street side (bottom 
photo, left, and top photo, right page). The 
unusual bedroom fenestration—reminiscent 
of the Beacon Street bay windows on all sides 
—consists of a projecting prow-shaped bay 
with one side glazed and one side blank, a 
scheme that brings one forward into the life 
of the street, yet cuts off the view into ad- 
jacent apartments. Since each bedroom is 
spacious enough to provide a sitting area, 
both view and privacy are important con- 
siderations. 


All photos by Joseph W. Molitor | 


ARCHITECTS: Hugh Stubbins & Associates 


ASSOCIATES IN CHARGE: Norman Paterson, 
Douglas Cole Smith; John Wacker, Lansdcaping 


STRUCTURAL ENGINEERS: Goldberg &' LeMessurier 
& Associates 


MECHANICAL ENGINEER: Fred S. Dubin & Associates 
CONTRACTORS: Turner Construction Co. 


KAP 
ЕЛЕМЕС 


CORRIDOR FLOOR 10 


Above: an elevation view of the interesting 
three-dimensional pattern created by the modern- 
ized bay-windows on the Beacon Street facade. 


Left: three typical floor plans showing the 
various types of apartment units; note how 
apartments typically run through the width of 
the building, except for the duplex 4-bedroom 
unit. 


Below: the marble, terrazzo, and wood-paneled 
lobby, which was designed and furnished by 
TAC’s Design Research, Inc. 
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330 Beacon Apartments: 


Left: the view in two directions from a 
typical balcony, which looks out over the 
Charles River Basin and Cambridge. Be- 
low: living-dining area of a typical apart- 
ment. 

Project data: 78 apartments plus 3 pent- 
house units; 17 stories plus a 3-level gar- 
age that provides parking space for every 
apartment; the building's 155 ft high rein- 
forced concrete structural frame rests on 
steel-clad piles that reach down 200 ft to 
bedrock; exterior walls are face brick, in- 
sulated and plastered inside; partitions 
are plaster on steel studs; typical ceilings 
are of sprayed-on acoustical paint; floor 
finishes are variously cork tile, vinyl tile, 
carpeting, or ceramic tile; the sash are 
painted steel, glazed with М in. plate; the 
building is centrally air-conditioned, with 
individual unit controls 


Herrlin Studio 


Herrlin Studio 


Gibson Studios 


Area and financial data: gross area is 3,763 sq ft; total cost 
(including landscaping, terraces, walks, kitchen range, dis- 
posal unit, laundry washer and dryer, but exclusive of the 
architects’ fee) was $37,754, which breaks down to $12,585 
per dwelling unit, or $10.03 per sq ft. Due to fire-resistant 
construction, insurance rate is one-third that for frame build- 
ings in the area. The project has so far not experienced a 
vacancy, despite two-year lease requirements 


SUBURBAN 
TOWN HOUSES 


Isabella Town Homes, Evanston, Illinois 


These three, two-story town houses are an 
ingenious, attractive, and financially success- 
ful scheme for dealing with a difficult build- 
ing plot. The irregularly shaped site had re- 
quired setbacks in all four directions, so the 
units (identical but transposed in direction) 
were composed to conform roughly to the 
buildable area. Fenestration was carefully 
arranged to give an orderly exterior appear- 
ance and to provide living-dining areas open- 
ing to terraces and gardens. 

The fire-resistant construction consists of 
8 in. masonry walls which support the precast 
second floor and roof decking. Floors and 
roofs bear on exterior or dividing walls with- 
out interior support. The sash are aluminum; 
the baths have plastic skylights ; the units are 
individually heated by forced warm air sys- 
tems, with provision made for future cooling. 


ARCHITECTS & ENGINEERS: Yost & Taylor 
LANDSCAPE ARCHITECT: George Е. Treichel 
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All photos by Max Dupain 


DOWN UNDER 
HIGH RISE 


Ithaca Gardens 
Elizabeth Bay, Sydney, Australia 


This 10-story block of 40 apartments is 
built on a site sloping towards Sydney Har- 
bor’s Elizabeth Bay. Each living unit faces 
the view, and provides a balcony overlooking 
the scenic harbor. Apartments are reached in 
pairs by means of two elevator and fire-stair 
towers, one in each half of the building. To 
comply with regulations requiring alternate 
means of exit, the landing levels of the stairs 
are connected by an outside gallery at every 
second floor. Located between floor levels, gal- 
leries do not interfere with either fenestra- 
tion or privacy. 

All apartments are identical in size (950 
sq ft) and arrangement. The living-dining 
area, recessed balcony, and main bedroom 
face the view; kitchen, bath, and second bed- 
room are on the street side of the building. 

The structural frame is reinforced con- 
crete, with 9% in. flat-plate slabs free of beam 
drops. Infilling panels are 11 in. cavity walls 
of cream colored brick; the projecting 
awning-type sunbreakers and the balcony 
railings are of aluminum, as are the double 
hung sash. 


ARCHITECT: Harry Seidler 
STRUCTURAL ENGINEERS: P. O. Miller, Milston & 
Ferris 


Pipes are contained in four stacks located between kitchens 
and baths; electric and gas meters are located in an enclosure 
off the fire stair, as are the incinerators. Two communal 
laundries are provided at roof level, and are equipped with 
automatic washers and dryers. Sheltered car parking is pro- 
vided beneath the building and under an adjacent carport. 
Below are shown four photos of architect Harry Seidler’s 
apartment, a typical unit on the top floor of the building. 
The main bedroom features special lighting, built-in wardrobe 
and bedside units, and a custom storage and dressing table 
built-in under the windows. Living room clutter is eliminated 
by an “equipment wall” that incorporates TV, stereophonic 
Hi-Fi, a bar, record storage, and bookshelves. In the kitchen, 
all mechanical equipment (oven, cooking top, sink, and dish- 
washer) is grouped on one side; the other side is devoted to 
refrigerator, food storage, and food preparation 
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All photos by Warren Reynolds, Infinity, Inc. 


FOR THE YOUNG 
AND THE AGED 


Lyndale Homes, Minneapolis, Minn. 


The twofold objective in this 10-acre project 
—sponsored by the Minneapolis Housing & 
Redevelopment Authority—was to rehabili- 
tate an old, blighted section in Minneapolis 
and to provide pleasant, economical housing 
for low income families; and in doing so to 
create a balanced residential community of 
childless retired couples and individuals, 
as well as families of all sizes and ages. 
Accommodations vary through a wide range 
from the 5-bedroom row house units to the 
one-bedroom and efficiency units in the high- 
rise building. There are a total of 192 living 
units in the development, which was cited for 
good design by the Minnesota Society of Ar- 
chitects in 1960, and also by the 12th Annual 
Conference on Aging at the University of 
Michigan. 

The 12-story building (photo left, plans 
right) is devoted to elderly retirees, is served 
by elevators, and contains 88 apartments 
split equally between single bedroom and 
efficiency types. The ground floor provides 
spaces for common resident use such as a 
crafts shop and multi-purpose community 
room, equipped with a kitchenette. Defined 
by low walls and landscaping materials, the 
largest open area of the project surrounds 
the high-rise building. This space is devoted 
to recreation and contains sitting areas, play 
apparatus, sandboxes, etc. 


ARCHITECTS & ENGINEERS: The Cerny Associates 
ENGINEERS & LANDSCAPE ARCHITECTS: 
Nason-Law-Wehrman & Knight 

CONTRACTOR: Johnson, Drake & Piper 
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Study of the plot plan and pictures of row house units will 
point out the manner in which these units are grouped about 
and loosely define a series of quiet, protected courtyards which 
provide a varied outlook for the residents. These courtyards 
are carefully separated from access and service spaces by 
consistently orienting each living unit inwards. 

Visual control of the impedimentia of family life—clothes- 
lines, trash cans, baby carriages, bikes, milk bottles, etc.— 
is accomplished by providing each living unit with a hard- 
surfaced service yard, enclosed on all sides by a pierced screen 
wall of concrete block. Variation of color for the screen walls 
helps individual identity; and the screens’ undulating pattern 
against the entrance street serves as partial screening for 
the parked cars of the residents 
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Sie Peachtree House, Atlanta, Georgia 
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This U-shaped, 5-story building is placed 
with the two stems of the U parallel to the 
street, and with entrance and lobby at street 
(or 8rd floor) level, from which the ground 
drops off sharply so that two floors below are 


above grade (lower photo). The bottom level 
houses a dining room and parking; there are 


44 apartments and a pent-house suite on the 
four floors above. 

A]l apartments are planned so that an en- 
trance foyer offers access to living room, 
kitchen, and bedroom hall. Each apartment 
has a baleony and a separated dining room. 
The intent was to avoid the criss-cross traffic, 
minimal facility apartment, and provide in- 
stead the ease of circulation and amenity 
typical of a well planned house. 


Photos by Kodney McCay Morgam 


ARCHITECTS: Aeck Associates 
ENGINEERS: Drake & Funsten, Structural; Donald 
Lindstrom & Associates, Mechanical; Charles F. 


The building has a structural frame of concrete; walls of pre- Howe, Electrical 

cast, pebbled-surface concrete units and brick. Balcony railings LANDSCAPE ARCHITECT: Edward L. Daugherty 
and screens are of clay tile; the sliding sash are of natural CONTRACTOR: Bickerstaff Construction Co. 
aluminum 
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Selected from the special issue, HABITAT, of L’Architecture 
d'Aujourd'hui, No. 87,1960; assembled and edited by Alexandre 
Persitz in collaboration with Danielle Valeix. These photo- 
graphs and drawings are presented through the courtesy of the 
editors of L’ Architecture d’Aujourd’hui 
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Photos by Sigrid Neubert 


This 9-story apartment building contains 260 studio units for bache- 
lors, oriented east and west. The apartments are reached by way of a 
double-loaded corridor, which is served by a stair tower and two ele- 


1 BACHELOR STUDIOS 


IN MUNICH, GERMANY vators which stop at intermediate levels. Each unit includes a studio 
room and balcony, a foyer, a kitchenette, a storage room and bath. 


Transverse shear walls support the building, and gain rigidity by their 
connection with the angled, square, balcony setbacks; which create 
also an interesting facade pattern. 


ARCHITECTS: 
Н.В. von Busse & P. Buddeberg 
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8 Foreign Apartments 


This apartment group, located near the University City of Otaniemi— 
2 APARTMENT GROUP which is the Polytechnic School of Helsinki—was built to provide 

apartment homes for alumni of the school. The buildings are pleasantly 
IN OTANIEMI. FINLAND situated in a wooded setting—which was left natural—and the group 
: is completed by a small shopping center. Construction consists of the 
assemblage of prefabricated wooden elements ; an experimental process 
which was tried for the first time in Finland for this project, and was 
instrumental in reducing the cost of this group. 


ARCHITECTS: Kaiji & Heikki Siren 
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Photo by Havas 


3 60-UNIT APARTMENT 
IN SPLIT, YUGOSLAVIA 


ARCHITECT: Lovro Perkovic 


To overcome the twin problems of 
necessary winter protection and a too 
strong summer sun (and also to per- 
mit neighboring apartment buildings 
to open out to and enjoy the view) 
this 60-apartment building is de- 
signed in an arc-like shape, and in- 
corporates balconies which are cut 
into the mass of the building’s shape, 
and which face southwest to the 
view. The building is constructed of 
reinforced concrete and infilling pan- 
els of precast concrete with a rough- 
textured surface. The solid walls sep- 
arating the glazed, angular surfaces 
are picked out in bright colors. 


Ante Roca 
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4 50 APARTMENTS 
IN A PARK NEAR PARIS 


ARCHITECTS 
Henry Pottier & Jean Tessier 


Located in a five-acre wooded re- 
serve, this 54-apartment project con- 
sists of two elements, as the plot plan 
below will reveal. The buildings are 
supported by brick shear walls that 
run transversely through their width 
to support the floor and roof slabs, 
and which are expressed architectu- 
rally on the long elevations. Balcony 
railings are white metal; spandrel 
panels are of blue ceramic glazed 
brick. The wood sash and frames are 
enameled white; the stair tower 
grilles are of natural clay tile. Public 
corridors have floors of Fumay slate; 
the footbridges (lower photo) have 
railings consisting of metal frames 
protected by nylon. 


Studio Martin 
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8 Foreign Apartments 


5 LUXURY COOP IN MEXICO CITY 


ARCHITECT: Vladimir Kaspé 


Built in a high class residential area, this 7-apartment luxury building 
incorporates several planning ideas new to the area: a covered veranda 
off the dining room, which can serve either for outdoor dining or to 
enlarge the dining room for big parties; each bedroom includes a 
dressing room-boudoir in addition to a bath; the study (opening from 
the living room) can be changed readily into a fourth bedroom for 
guests. The construction consists of reinforced hollow concrete block 
walls, and floor slabs of in-site concrete. 


rino Zamora 


& APARTMENT GROUP IN TAPIOLA, FINLAND 


ARCHITECT: Viljo Revell 


Notable for its carefully studied and well-proportioned balcony facade, 
this apartment group near Helsinki is composed entirely of three- 
room apartments on four floors, with balconies provided for each 
living room. The dwelling units are reached by means of center stair- 
ways serving pairs of apartments at each floor level. Typical apart- 
ments can readily be divided into smaller units of the bachelor type by 
the addition of longitudinal walls through the center of the apartment. 
The exterior is composed of concrete, brick, aluminum and wood. 


Photo by Havas 
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7 APARTMENT GROUP 
AT PALAISEAU, 
NEAR PARIS 


ARCHITECTS: 
A. G. Heaume and A. Persitz 


This group of 84 apartments—on 
sloping terrain bordering a commu- 
nal park—was built by the Central 
Interprofessional Housing Office of 
the Paris Region. The sloping site 
suggested a series of steps, which 
were carried out in both elevation 
and plan. These breaks serve also to 
ameliorate the length of the group 
and give it a more appropriately do- 
mestic scale. The façades opening to 
the park consist of a series of contin- 
uous balconies, in which concrete 
grills and prefabricated concrete 
railings, together with the variety of 
color on the infilling wall panels, com- 
bine to make a lively pattern. The end 
walls are constructed of heavy ashlar 
in random pattern. 
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8 Foreign Apartments 


BACHELOR t DORMITORIES 


R. and F. Lamarque 


MARRIED COUPLES "APARTMENTS 


Roland d'Ursel 


— _ 
се е 2 LT CANAL ESCAUT: MEUSE == с ; 


The Nuclear Energy Center in Belgium is devoted to the study and 
8 HOUSING FOR development of peacetime applications of atomic power ; comprises a 
technical group, an administrative and social group, and a residential 
NUCLEAR CENTER quarter, shown in the plot plan above. Living quarters consist of 15 
villas, 40 rowhouses, 2 buildings of 12 apartments each, 2 dormitory 
MOL, BELGIUM buildings for bachelors, a high-rise building containing 48 studios, and 
a building housing 24 apartments for young married couples. The 
ARCHITECT: J. Wybauw bachelor dormitory includes only living rooms, baths, and ground floor 
ASSOCIATE ARCHITECT: J. Thiran parking, since occupants take their meals at the Center canteen. 
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The Many 
Dimensions of Light 


Lighting Critiques 
1918, 1951 


No Comment 


This Month’s 
AE Section 


Architectural Engineering 


Interest in the largely untapped potentialities of lighting as a basic ingredient of 
architecture seems to be gaining momentum, judging from reactions ARCHITEC- 
TURAL RECORD is getting to its four-part series, "Lighting for Architecture," by 
William M. C. Lam, concluded in January. The series is being reprinted in stiff 
cover for $1.00; discounts on quantity orders. Address: Lighting Reprint, Archi- 
tectural Record, 119 W. 40th St., New York 18, N. Y. 

The first article stressed that the goal of lighting design is not simply to pro- 
vide enough light to see by, but to create mood, focus attention, indicate intended 
use, complement structure and enhance the space itself. The second article pointed 
out that in order to program lighting, the designer must understand the many 
dimensions of light—quantity and quality of illumination; brightness and its ef- 
ect on visibility, visual comfort and the appearance and character of the space. 
The third article gave a “common sense” understanding of the relationships be- 
tween light sources and room surfaces. The fourth article tied the package together 
by showing how a lighting program was developed for an actual case. 


Handling lighting more effectively has loomed so large as one of the problems of 
contemporary building technology, that we are surprised now and then to find ex- 
pressions of concern a number of years back. Writing in the November 1918 AR- 
CHITECTURAL RECORD on “Тһе Expressiveness of Light," Matthew Luckiesh, lighting 
scientist and author, commented, “In lighting, attention has been too generally 
directed toward the artistic grace of fixtures instead of visualizing the light ef- 
fect upon the room as a whole. If the attention is focused upon effect at all, it 
is usually upon the purely utilitarian result. Light may be considered as a me- 
dium similar to pigments . . . a similar expressiveness, but far superior in po- 
tentiality; for not only may a certain desired mood be realized, but with appro- 
priate fixtures and controls, this mood may be altered in a moment." 

As an idea of what could be done in the home, Luckiesh suggested a hallway 
illuminated by a combination of lattice and indirect lighting; mentioned the pos- 
sibility of artificially lighted windows; described an oval dining room skylight, 
artificially lighted, utilizing red, green and blue lights installed in separate circuits 
and controlled by rheostats. He also showed sympathy for the “old fashioned" 
lighting dome that once hung over the dining table but was “out of style" in 1918. 
There is, he averred, *something conducive of cheerfulness in the distribution 
of light, as the semi-darkness hems in the diners and concentrates their atten- 
tion upon each other and upon the festive board." 

“Expressiveness” of light in the home obviously had made little headway by 
1951 when the authors of a report on Construction and Equipment of the Home, 
issued by the Committee on Hygiene of Housing of the American Public Health 
Association observed, “Little attention has been given to the effects on the emo- 
tions of the lighting in dwellings. The straining 'cheeriness' of the professional 
decorator is probably no more conducive to peace of mind than the amateur's 
little pools of jaundiced (incandescent) or pallid (fluorescent) subfulgence in a 
Stygian surrounding. The matter deserves careful investigation . . ." 


From what wellspring do ideas come to the great talents in the architectural 
world? Wallace K. Harrison while in Italy on a reconnaissance trip for the new 
Metropolitan Opera asked Nervi how he had ever built the unique and inspired 
buildings that he had produced in the last decade. “He looked at me," reports 
Harrison, “and said simply, ‘It is hard.’ "—from an article “Steps to the Opera 
House" in Opera News. 


APARTMENT BUILDING AIR CONDITIONING, p. 216. COMPOSITE CON- 
STRUCTION BEEFS UP OLD FLOORS, р. 220. AIR CONDITIONING “ON 
TAP” DOWNTOWN, p. 221. LIGHTING CREATES NEW NIGHTSCAPE FOR 
SHOPPERS, p. 222. TIME-SAVER STANDARDS, Sprinkler Systems, pp. 223, 224. 
BUILDING COMPONENTS: What Architects Want to Know About Bronze, p. 
229. Product Reports, p. 231. Office Literature, p. 232. 
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APARTMENT BUILDING 
AIR CONDITIONING 


Characteristics of central systems and how they affect 
apartment layout and space for ducts, pipes and equipment 


While no two apartment houses are 
exactly the same, there are sufficient 
similarities in occupancies and plan- 
ning to indicate the characteristics 
required for central air conditioning 
systems. Conversely, the nature of 
each of the systems available will af- 
fect the space required for ducts, 
pipes and equipment, and will deter- 
mine whether or not the architect 
must provide for openings in the out- 
side walls, space for air conditioning 
units within the rooms, or, possibly, 
space for equipment rooms within 
the apartments. 

Air conditioning in apartment 
houses has the following characteris- 
йез: 

1. Occupancy seven days per week, 
perhaps 24 hours per day. 

2. Generally low loads due to people 
and lights. 

3. Generally non-occupancy of bed- 
rooms during the day. 

4. Heavy appliance load in the kitch- 
en. 

5. Possible heavy occupancy load in 
dining and living rooms. 

6. Occasional large, concentrated 
cooling and ventilating loads due to 
parties or meetings. (Requires large 
amounts of outside air to eliminate 
odors and smoke.) 

7. Interior toilets and kitchens must 
have exhaust ventilation. Exterior 
kitchens should have exhaust ventila- 
tion, if not air conditioning. 

Because of the variable and shift- 
ing load careful attention must be 
given the air conditioning design to 
achieve as close to optimum comfort 
conditions as the particular system 
will provide. 


by Alfred Greenberg, P. E., Syska & Hennessy, Inc. Engineers 


Types of Systems 

Central air conditioning systems for 
apartment buildings can be classified 
as: 


1. Dual duct, all-air. 

2. Three-pipe, perimeter 
fan-coil. 

3. Single duct with reheat coils. 

4. Two-pipe, perimeter induction or 
fan-coil. 

5. Through-the-wall fan coil units. 
6. Recirculating-type fan-coil units; 
fresh air from interior ducts. 


induction 


The first three systems—dual duct, 
single duct with reheat and the three- 
pipe—have the greatest potential for 
flexibility of control. However, dual 
duct and single duct with reheat re- 
quire the most space for ductwork 
and generally are more expensive to 
install. In the dual duct system one 
duct carries hot air, the other cold. In 
single duct with reheat, air is sup- 
plied at the coldest temperature re- 
quired for any one space and reheated 
by hot water coils or electric heaters 
to suit the requirements of the other 
spaces. In the three-pipe system, one 
pipe carries cold water, the second 
hot water and the third serves as a 
common return. 

Until recently, the most commonly 
installed type of central system for 
apartment buildings has been the 
through-the-wall fan-coil unit with 
perimeter vertical pipe distribution. 

The familiar induction system 
which uses a combination of air and 
water to furnish heating and cooling, 
with a high degree of temperature 
and humidity control, has become a 
popular type of central system for 
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large apartment buildings. The in- 
duction system follows dual duct and 
single duct with reheat in the amount 
of space required for ducts, but these 
are generally run vertically in chases 
at the perimeter of the building. 


Temperature Control 

In all perimeter-type central systems 
described above (1, 2, 4, 5), it is pos- 
sible, if desired, to eliminate thermo- 
stats from the walls. The thermostats 
can be located in the return air open- 
ings of the units, but this may cause 
some sacrifice of optimum room con- 
ditions. Self-contained automatic con- 
trol valves are available for perime- 
ter units. 

For economy, on many installations 
of fan-coil units no thermostats or 
automatic control valves are used. 
Regulation is obtained by adjusting 
the three speed motor position and 
opening or closing the outdoor air 
damper. Usually, fan-coil motors are 
connected to the apartment’s electric 
meter, if metering is done separately. 


Duct, Equipment Space 

Whether ductwork and piping is run 
at the perimeter or at the interior the 
architect will be concerned with the 
amount of space required for these 
mechanical services and where this 
occurs. 

When piping and ductwork is run 
vertically along the perimeter, chases 
will be required, and space will have 
to be alloted for the air conditioning 
unit, whether induction or fan-coil, 
along the outer wall, unless, in the 
case of the induction unit, it is set 
flush with the floor. If a fan coil sys- 


tem is selected and the architect does 
not want exterior wall louvers, inte- 
rior duct shafts will be required to 
provide outside air. 

When distribution is from the inte- 
rior, there may be horizontal duct- 
work and piping that will require 
either dropped ceilings or soffits or 
both. 

By lowering the ceiling in such 
areas as corridors, foyers, closets, 
kitchens and bathrooms—where floor 
to ceiling height is not so important 
—the disadvantage of this arrange- 
ment is minimized. 

Most of these interior distribution 
systems will require an equipment 
closet or space facing the main or 
service corridor for maintenance. If 
the apartment is small enough, fan- 
coil units are sometimes suspended 
above a soffit at the entrance or at the 
top of a closet. 

If however, a full-height equipment 
room is required, this will affect the 
apartment layout. 


Fresh Air 

Purging of odors and smoke calls for 
large quantities of outside air, al- 
though the problem can be mitigated 
in various degrees by filtration and 
electronic precipitration. Dual duct 
systems have relatively high air quan- 
tities. The induction system has less 
capacity for purging odors than an 
“all-air” system because it uses less 
primary air. Through-the-wall fan 
coil units are furnished with multi- 
speed motors so that low speed can be 
used for night operation, medium 
speed for normal use and high speed 
for high air circulation and peak 
loads. 

For all systems, sufficient outside 
air should be furnished to take care of 
all the exhaust air requirements. The 
exterior rooms should be pressurized 
in order to minimize infiltration. In- 
terior corridors should be pressurized 
to prevent possible transmission of 
odors. 

In some apartment buildings, out 
side air is dumped into the corridors 
and supplied to the individual apart- 
ments through undercut doors or 
doors with louvers. In either case 
noise transmission between apart- 
ments may be a problem. This can be 
avoided by supplying air through 
stub-ducts, insulated against sound, 
which are installed at the ceiling and 
are attached to a grilled opening on 
the corridor wall. 

As apartment buildings get taller 


(usually above 20 stories) use of 
through-the-wall units becomes іп- 
creasingly risky due to stack effect. 
This is difficult to determine for a 
given building. The units have to be 
sealed and the air balances accurately 
calculated. 

Stack effect can also cause difficul- 
ties in the interior toilet ducts and 
corridor ducts of tall buildings. The 
New York City code requires that no 
toilet exhaust be over 250-ft high 
from the first to the last outlet. While 
this increases the duct shaft require- 
ments, it minimizes the possibility of 
drafts. The same criteria should ap- 
ply for supply ductwork. 

If the client wants the ultimate in 


thermal control, and air supply at the 
outer wall is not desired, then a sug- 
gested system is central air handling 
for each apartment plus perimeter 
radiation (to counteract cold radiant 
effect of walls and drafts from win- 
dows). 

With such a system the proportion 
of outside air can be varied from 0- 
100 per cent and may come from ex- 
terior wall louvers or a central shaft 
in the interior. 

The ductwork should be zoned with 
central hot water or electric reheat 
coils or with dampers to maintain 
temperature or air flow as called for 
by each zone. Return ductwork will 
usually be required. 


CENTRAL SYSTEM FOR A PROPOSED LUXURY APARTMENT BUILDING 


1. Individual apartment air handling units are located in fan rooms, 
accessible from service corridors. These package units contain cleanable 
filters, chilled-hot water coils, and circulating fans. 2. Separate room 
control is provided by means of hot water coils (small shaded rec- 
tangles) located at the ends of branch discharge ductwork (broken 
lines). Coils reheat cooled air to temperature called for by room 
thermostat. 3. Outside (primary) air units at the roof furnish ap- 
proximately 25 per cent of building air requirements and consist of 
electrostatic filters, hot water preheat coils, pre-cooling coils, supply 
fans and dampers. 4. Between the primary air shaft and the apartment 
air handling units are maximum (100 per cent) and minimum (25 per 
cent) dampers. Maximum damper opens only when switched on in 
an apartment to purge excessive smoke, odors and heat. 5. Exhaust 
systems are provided in toilets, (TX) kitchens (KS). PHS is public 
hall supply. 6. Corridors have separate supply and exhaust systems, 
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Apartment Building Air Conditioning 


Three Buildings, 


Three Different 
Systems 


Set within earshot of each other, 
these large apartment buildings going 
up in Kansas City, Missouri illus- 
trate several approaches to central 
system temperature control, equip- 
ment location and arrangement. All 
three use gas for heating, cooling 


The three large apartment houses 
shown here, all presently being built 
within a one-mile radius in Kansas 
City, Missouri, present some interest- 
ing similarities and differences in ap- 
proach to central air conditioning. 

Financed by a different owner in 
each case, they are all to be equipped 
with gas-fired central heating and air 
conditioning using absorption water 
chillers and steam boilers. On the 
other hand each uses a different sys- 
tem to distribute hot and chilled wa- 
ter and conditioned air. 


Parkway Towers 

The most noteworthy feature here is 
the fact that every apartment has its 
choice of either heating or cooling at 
any instant. Each apartment has its 
own fan and heating-cooling coil in- 
stalled in а special utility room. 
Through two separate supply pipe 
systems, either hot water at 180 F or 
chilled water at 44 F is available. 
There is one return line for both hot 
and chilled water. The switch from 
one supply to the other is made auto- 
matically by a thermostat-controlled, 
three-way valve. 

One of the interesting features is 
that the hot steam condensate from 
the absorption unit is used to preheat 
the domestic hot water. 

Depending on the size of the apart- 
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ments, one of three different sizes of 
fan and coil units are used—500 cfm, 
1000 cfm, or 1500 cfm capacity. Duct 
work distributes the conditioned air 
from the utility room to the various 
other rooms of the apartment. Make- 
up air is supplied to the utility rooms 
through louvers from the corridors. 
A ventilating system with a large 
heating and cooling unit on the roof 
provides 100 per cent fresh air with 
controlled humidity to the corridors 
at about 72 F. Fresh air supply in the 
apartments is 10 per cent, with 90 per 
cent recirculated. Each apartment 
has an exhaust system. 


Oak Hall 

Each apartment has its own heating 
and cooling system consisting of an 
air handling unit with filters, blower, 
hot-chilled water coil and controls, 
and ducted air distribution. 

Chilled water is provided by a 400- 
ton steam absorption unit. Heat for 
air conditioning and heating systems 
is generated in natural gas-fired 
steam boilers. The apartment heating 
system is further served by a steam 
to hot water converter with outside 
air temperature reset control. 

A central year around fresh air 
ventilation system serves the entire 
building and supplies heated or cooled 
fresh air to each apartment continu- 
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ously. Conditioned fresh air is also 
supplied to all corridors for comfort 
and for cooking odor control. AII 
fresh air supplied to the building is 
humidified or dehumidified to main- 
tain optimum comfort conditions. A 
continuously operated exhaust system 
balances fresh air supply. Steam is 
utilized for fresh air heating to pro- 
vide positive control and to minimize 
freezing danger in winter. 


Regency House 
The air conditioning and heating sys- 
tem utilizes 457 fan-coil units on the 
outside walls of the 20-story building, 
a 300-ton absorption water chiller 
and two 9,000,000 Btu per hour steam 
boilers. Individual fan-coil units in 
each room of the apartments are sup- 
plied with either hot or cold water 
(winter or summer). Simple change- 
over valves are provided on first floor. 
Each room has its own thermostat 
control. Fan-coil units have 3-speed 
fan switches with on-off control. 
Fourteen sets of risers distribute 
the hot or chilled water at regular in- 
tervals through the 20 stories of the 
building. A small apartment of about 
800 sq ft has two fan-coil units, while 
the largest apartment of about 1800 
Sq ft has four, permiting separate 
zone control in each apartment. The 
system at Regency House can be 


e 
ы 
LJ 
" 
i 
б 
є 
м 
ян. 
= 
af 


'ARYWAY TOWERS: THREE PIPE SYSTEM 
Jescription: 160 units, 12 stories. Hot 
ind chilled water lines, and single re- 
urn line to each apartment, connected 
о coils in utility rooms. 350-ton ab- 
sorption unit. 

)peration: Supply lines operate through 
hermostatically controlled three-way 
valve to coils producing desired air 
emperature. Fresh air from corridor. 
Architect: Herbert E. Duncan Asso- 
‘iates (mechanical design also). 


switched from heating to cooling 
within 30 minutes. By automatic op- 
eration of four valves, chilled water 
in the pipes can be replaced by hot 
water, and vice versa. 

A separate ventilating system sup- 
plies pre-conditioned outside air to 
the corridors of each floor to make up 
air exhausted from each apartment. 
This primary air is cooled, filtered 
and dehumidified in summer; heated, 
filtered and humidified in winter. 
Acoustically insulated ducts, offset 
for sound control, introduce the fresh, 
make-up air to each apartment. 
Kitchens and baths have exhaust 
ducts connected to continuous run- 
ning fans located on the roof. In order 
to prevent overcooling of the air dur- 
ing summer when the load is light, 
provisions are made to warm the 
make-up air with condenser water so 
as to maintain a temperature of 73 
F in the corridors. The total air 
supply for the building is 36,000 cfm, 
while the exhaust system removes 
about 26,000 cfm. Thus the system 
operates under slight pressure to pro- 
vide more uniform air distribution 
and to avoid drafts and uneven air 
flow which result when an exhaust 
creates negative air pressure. The use 
of a slight internal pressure discour- 
ages back-up of cooking odors to the 
halls and adjacent apartments. 
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ОАК HALL: FAN-COIL SYSTEM (INTERIOR) 

Description: 165 units, 12-story building. 
Each apartment has air handling unit with 
filters, blower, hot-chilled water сой. 
Operation: Fresh, conditioned air sup- 
plied to the corridor is ducted to the air 
handling unit, cooled or heated and trans- 
mitted to the rooms as indicated. Architect: 
Alonzo Н. Gentry. Consulting Mechanical 
Engineer: Massaglia and Associates. 
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REGENCY HOUSE: FAN-COIL SYSTEM (EXTERIOR WALL) 

Description: 134 apartments; 215,000 sq ft; 20 stories. 
457 fan-coil units (2 in small apartment, 4 in large). 
300-ton absorption unit; two 9 million Btu/hr boilers. 
Operation: Conditioned outside air under pressure in cor- 
ridors enters apartments through offset, acoustically- 
lined ducts. Fan-coil units recirculate room air over 
coils. Air is exhausted through bathrooms and kitchens. 
Architect: Edward W. Tanner & Associates. Consulting 


Mechanical Engineer: James Dukelow. 
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COMPOSITE CONSTRUCTION BEEFS UP OLD FLOORS 


One of the principal advantages of 
composite construction, the fact that 
it often permits the use of lighter 
steel, has been given a new twist in 
the modernization of an existing 
school building in New York City. In 
this case the “lighter” steel was al- 
ready present, but the addition of a 
composite slab enabled it to carry 
much heavier loads. 

The building was the old Bronx 
High School of Science, which was 
built in 1914 for a design live load of 
only 60 psf. When it was turned over 
to the Bronx Community College in 
1958, the extensive alteration pro- 
gram required included the conver- 
sion of several areas into shops and 
laboratories. These new occupancies 
demanded a floor system capable of 
supporting a minimum live load of 
100 psf overall, plus several larger 
load concentrations where heavier 
machines were to be installed. 

The existing floor construction con- 
sisted of 4-in. thick, short span cin- 
der concrete slabs spanning between 
fireproofed steel girders spaced on 7- 


ft centers and framed in most cases 
to masonry bearing walls. The slabs 
were reinforced with wire mesh 
draped over the top flange of the gir- 
ders. Set level with the top flanges, 
the rough slabs were topped with a 
415-in. thickness of light cinder con- 
crete fill and cement finish or wood 
flooring set into cinder fill. In most 
cases, the floor finish was in poor 
condition. 

To provide a new floor finish while 
reinforcing the existing slabs and 
girders for the increased loadings, 
composite construction was used to 
link a new slab to the old substruc- 
ture in such a way that the floor de- 
forms as a unit. 

To do this, the existing fill and 
finish was stripped off the top of the 
rough slab, exposing the top flanges 
of the girders. Stud shear connectors 
34 in. in diameter and 8% in. high 
were then welded to the tops of the 
beams with a manually-operated stud 
welding gun. This done, a new 414- 
in. lightweight concrete slab, rein- 
forced to support the increased load- 


ing, was poured over the existing 
rough slabs and finished monolithi- 
cally so that it became the wearing 
surface for the new floors. No 
formwork was necessary for the new 
slab except where old shafts were be- 
ing enclosed, but some shores were 
placed under the rough slabs to pre- 
vent possible damage during con- 
struction. 

The composite action of the old 
slab and girders and the new “cover 
plate” slab strengthened the floor 
enough to accommodate the added 
loads. Still further loading capacity 
could have been obtained by welding 
cover plates to the bottom flanges of 
the girders. This, however, would 
have required considerable cutting 
and patching of the fireproofing. 

Architects for the building mod- 
ernization were Perkins & Will, 
White Plains, N. Y.; the structural 
engineers were Garfinkel & Maren- 
berg, New York City; and the gen- 
eral contractor was Mars Associates 
and Normel Construction Company, 
also of New York City. 
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Above: Proposed Hartford Gas Company plant will 
furnish air conditioning services to buildings in down- 
town Hartford. Round structure at left will house 
offices and control facilities; building at right will 
house boilers and steam-generated cooling equip- 
ment 


Left: Aerial perspective of downtown Hartford 
shows plant (top left) and proposed route of pipe- 
line for central heating and cooling service. Dark- 
colored buildings to be served when plant opens next 
year include new Constitution Plaza (lower left). 
Gray buildings connected by dotted lines will probably 
be served later by extending pipelines. Lightly-shaded 
buildings are in potential growth area 


AIR CONDITIONING “ON TAP” DOWNTOWN 


Although central plants have often 
been used for year round air condi- 
tioning of such large building com- 
plexes as manufacturing plants and 
shopping centers, and public utilities 
in several cities sell steam for winter 
heating, completion of the Hartford 
(Conn.) Gas Company’s new central 
plant and distribution system will 
mark the first time a large downtown 
area has been supplied with both 
heating and cooling through a public 
utility. The air conditioning service 
will be sold in much the same way 
that utilities presently distribute gas 
and electricity, with meters to deter- 
mine the amount of steam and chilled 
water used by each building’s me- 
chanical system. 

The system will initially serve 
Constitution Plaza, a building clus- 
ter being constructed as the first step 
in Hartford’s huge downtown rede- 
velopment plan, and several existing 
buildings nearby. Later it will be ex- 
panded to serve other redevelopment 
projects, and other new and existing 
buildings in the area. (See shaded 


aerial perspective at left above.) 

The central plant, which will be 
completed next year, will have an ini- 
tial capacity of 6500 tons of refriger- 
ation and 150,000 pounds of steam 
distributed by underground supply 
and return lines extending some 
3600 ft from the plant. By 1964, 
steam capacity is expected to be in- 
creased to 225,000 pounds and cool- 
ing capacity to 10,000 tons. 

Located near the Connecticut River 
so that river water can be used to 
cool the condensers and eliminate the 
need for cooling towers, the building 
designed by Hartford architect 
Charles DuBose will consist of two 
units connected by a passageway. 
(See rendering above.) The circular 
building will house offices, dispatch 
center and control room; the other 
will contain the boilers and refriger- 
ation equipment. 

Obviously the project was not un- 
dertaken by the utility as a philan- 
thropic gesture but to add to the ef- 
ficiency of its own operation by bal- 
ancing the heavy use of gas for win- 


ter heating with steam-generated 
cooling during the summer months. 
According to system designers See- 
lye, Stevenson, Value and Knecht, 
however, the central station approach 
does present a number of advantages 
to the user, foremost among them be- 
ing the elimination of the need for 
duplicate equipment in each building. 
In addition, a central plant cuts first 
cost per ton for cooling equipment, 
can lower fuel costs through quantity 
discount, frees building space for 
more useful purposes, relieves the 
building owner of some of his capital 
investment and operating responsi- 
bilities, and permits better smoke 
control. 

The chief disadvantage, the need 
for expensive external distribution 
lines, is greatly influenced by local 
conditions and should be carefully 
studied. In urban redevelopments like 
Hartford's, where air conditioning 
requirements are concentrated in one 
area and extensive construction is 
taking place in any case, this disad- 
vantage may belargely overcome. 
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LIGHTING CREATES NEW NIGHTSCAPE FOR SHOPPERS 


GENERAL LIGHTING: For the overall lighting of the Lincoln Road Mall, luminaires 
were set as high as possible (60 ft in this hurricane territory) on poles spaced 
at 250-ft intervals down the middle of the “street.” At this height and spacing, 
they spread a blanket of light that modulates down from a high at the center, 
visually separating the mall from surrounding areas. The luminaires themselves 
house 1000W, R-80 mercury vapor lamps with integral reflectors. The powerful 
beam from these bulbs is further intensified and controlled by a special re- 
flector housing, so that the fixtures can also be used to spotlight points of 
architectural interest, lighting them to levels as high as 60 to 90 Ғ.с. 


UNDERWATER LIGHTING: The fountains, pools and other '^water-forms" that dot 
the mall are all lighted by PAR-64 incandescent underwater fixtures. A yoke 
assembly on the cast bronze housing and cover permits horizontal and vertical 
adjustments so that the light from the fixtures could be focused as desired 
before the fixtures were permanently locked in place. The accuracy of this 
“targetting” is demonstrated in the photo above. The concrete structure shown 
is lighted, with no spill, by an underwater fixture in the pool. Another innova- 
tion was the use of plexiglass color filters which are relatively inexpensive 
and are expected to last longer than the cinemoid filters usually used. 


222 ARCHITECTURAL RECORD March 1961 


The rapid proliferation of pedestrian shopping malls has 
made the design of “city streets" an increasingly common 
architectural problem. One of the more recent examples is 
Miami Beach's Lincoln Road Mall, a newly refurbished down- 
town shopping district that offers, among other things, some 
pointers for moving architectural lighting out-of-doors 


SHELTER LIGHTING: À major problem in 
lighting the nine low, open concrete 
structures that shelter exhibits, dis- 
plays—and people—was providing a 
light source that would be warm enough 
for good color rendition, but would not 
appear "dirty" by contrast with the cool 
mercury vapor lighting outside. For 
six of the shelters, the answer proved 
to be a new "natural" fluorescent lamp 
which will be marketed by Sylvania in 
the near future. Although it appears 
cool enough to blend well with the out- 
door lighting, it distorts the colors of 
objects and skin tones as little as do 
warm white fluorescents, an effect pro- 
duced by strengthening the lamp's red 
and green tones and depressing the 
blue. Housed in indirect reflector troffers 
mounted from the walls like spokes, the 
lamps bathe the ceilings of the shelters 
with light that is then reflected down 
to the floors. 

CREDITS: Architect: Morris Lapidus, 
Kornblath, Harle & Liebman; Lighting 
Designer: Lighting by Feder; Fixtures: 
Simes Company 
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SPRINKLER SYSTEMS FOR FIRE PROTECTION: 3 


by Howard P. Vermilya, A.l.A. 


Temperature Rating of Sprin- 
kler Heads 

The heat-responsive element ac- 
tivating the head may be solder 
(eutectic alloy) or non-solder 
(frangible bulb or chemical) 
with sharp melting points. 


Location of Sprinklers (Ordi- 
nary hazards only) 

1. Position: Upright at or near 
ceiling (generally preferred). 

Pendant from ceiling; used 
where piping is concealed for ap- 
pearance; To avoid danger of 
accumulation of sediment in pip- 
ing where suction supply may be 
unclean, sprinklers may be re- 
quired to be connected to the top 
of branch piping by an inverted 
“U” bend. 

Sidewall, not over 14 in. below 
ceiling; for special occupancies 
where appearance is a factor. 
One line of sidewall sprinklers 
will protect an area 10 ft from 
the wall. If the room is over 20- 
ft wide, ceiling sprinklers will 
be required. 

2. Deflectors should be parallel 
to ceilings, pitched roofs, or in- 
cline of stairs; horizontal at 
peak of pitched roofs. 

3. Clear space below deflectors— 
minimum 18 in.; increase to 3 ft 
for high piled storage (combus- 
tible material piled on pallets or 
racks over 12-ft high or closely 
packed piles in cartons, cases or 
bales over 15-ft high even when 
considered an ordinary hazard 
occupancy.) 

4. Maximum Protection Area for 
any type construction—130 sq 
ft; decrease to 100 sq ft for high 
piled storage. 

5. Maximum Distance Between 
Sprinklers on branch lines or be- 
tween lines—15 ft. Decrease to 
12 ft for high piled storage. 
6. Stagger sprinklers on alter- 
nate lines if distance between 
sprinklers on branch lines ex- 
ceeds 12 ft; also where wood or 
steel beams are spaced 8—7% ft 
apart. 

7. Distance from Wall, to end 
sprinklers—not greater than 25 
distance between sprinklers on 
branch lines; to end branch lines 
—not greater than Y5 distance 
between branch lines. 

8. Clearance Between Sprinklers 
and Obstructions—Location of 
sprinkler should permit mini- 


Architectural Engineering 


mum interference with  dis- 


charge pattern. 


Location of Branch Lines 

Related to spacing and types of 
structural members. Uniform 
spacing of lines is desirable. Di- 
rection in which branch lines are 
usually run is given in Table 3. 


Sprinkler Alarms 

A signalling device to indicate 
flow of water in sprinkler sys- 
tem equal to or greater than that 
of one automatic sprinkler. They 
should be installed where con- 
tents are susceptible to serious 
water damage and prompt dis- 
covery of fire is essential. They 
are recommended for all sys- 
tems. The basic types are as 
follows: 

1. A local system giving audible 
alarm signal on the premises. 
This may also be connected to the 
fire department alarm system. 
2. A proprietary system of elec- 
trical circuits and devices trans- 
mitting signals to proper plant 
authorities for action. It requires 
constant attendance. It is de- 
sirable in large industrial prop- 
erties and serves to supplement 
the usual watchman’s service. 
3. A central station system con- 
sisting of a protective service for. 
sprinkler water flow alarms, air 
pressure in dry pipe systems, 


TABLE 3: BRANCH LINES 


Type of Ceiling 


Smooth Continuous: 
Concrete mushroom 
Concrete pan or flat slab 
Sheathed (ceiling attached to beams 
or joists) 

Girders beneath sheathing 

No girders beneath sheathing 
Bays more than 7/-Н wide 

Beams supported on columns 


Beams on girders or trusses 


Supported directly on girders 
Supported directly on trusses 


Beam and Girder 


Wood or steel beams spaced 3 to 
7% ft apart 


Open Bar Joist or Light Steel Trusses 


Open Joists (wood or concrete) 


® 


operation of sprinkler control 
valves, etc., designed to transmit 
coded signals to and record them 
in an approved central station 
having constant attendance. De- 
sirable particularly in  multi- 
tenanted properties. This sys- 
tem usually provides for regular 
maintenance and testing of the 
sprinkler system. 


References 
1. Associated Mutual Fire Insur- 
ance Companies, Engineering Divi- 
sion, Norwood, Mass. 

Installing Sprinkler Equipment 
1954; Rev. Part IV Sept. 1960. 

Approved Equipment for Indus- 
trial Fire Protection 1960-61. 
2. National Board of Fire Under- 
writers, New York, N. Y. 

Standard No. 13 Sprinkler Sys- 
tems, July 1960. 

National Building Code, 1955 Ed- 
ition. 
3. National Fire Protection Asso- 
ciation, Boston, Mass. 

N. F. P. A Handbook of Fire 
Protection, 1954. 

Standard No. 13, Installation of 
Sprinkler Systems. 

Standard No. 13A, Sprinkler Sys- 
tems, Care & Maintenance. 
4. Underwriters Laboratories, Inc. 
Chicago, Ill. 

Fire Protection Equipment List 
(Published Annually with Bi- 
Monthly Supplement) 


Location of Branch Lines 


Either direction 


Parallel to beams 


Across beams or joists 
Whichever direction facilitates hanging 


Parallel to beams 


Across beams or in bays above girders 
or trusses 

Parallel to girders 

Parallel to or through trusses 


Across beams 


Across the joists or trusses and either 
through or under them 


Across joists 
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SPRINKLER SYSTEMS FOR FIRE PROTECTIONS: 4 (Conclusion) 
by Howard P. Vermilya, A.l.A. 


Fig. 2 SPRINKLER LAYOUTS 


Notes: 
1. L not over 15 ft: S not over 15 ft; L X S = 130 sq ft or less 
2. Sprinklers on alternate lines are staggered when S is over 12 ft; also for beam and girder construction 


Open Wood Joist Construction 


Wall or Partition? 
ра SENE а 


mi 
[^] 


A- 
ә 


Where joists аге framed into girders, the girders may 
be disregarded in the spacing of branch lines if they 
do not obstruct the sprinkler discharge pattern 


Smooth Continuous Ceiling 


Wall or Partition 


Wall or Partition 


Om OO OOOO 
isk s- lss 
o Llums 


Oe) 


Om OOD 


а 
9 Columis 2 


Wall ог Partition 


Deck? 5 
RENE ^ сағаны 
шік 


Section А-А Section А-А Section А-А 


Wall or Partition 


Beams 
[uar a лаа 


Sprinklers spaced without regard Adaptable when depth of beams is Adaptable when beams permit un- 
to beam spacing. Adaptable when suitable for sprinklers to be placed obstructed discharge from the 


sprinklers, located under beams or under them. sprinklers 
in bays, are at proper distances be- 
low beams and ceiling, and their Drawings from Installing Sprinkler Equipment, Factory Mutual Engineering Division, As- 
discharge is unobstructed by beams. sociated Factory Mutual Fire Insurance Companies. 
. ۰ о . ° . е . . . . . . е . . . е e е . . . . . . . . . . . . . 
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A typical room in this 12 
classroom school. Special 
4’ x 6” planks of Tectum 
make an unusual and at- 
tractive roof deck ceiling. 


TECTUM ACOUSTICAL ROOF DECKS 
MAKE BETTER SCHOOLS LESS COSTLY 


It’s a simple matter of arithmetic. Tectum as a roof 
deck material eliminates many unnecessary 
materials and labor operations. It is structural 
(economical spacing of structural framing), in- 
sulating (stops transmission of heat or cold), 
acoustical (absorbs noise in gym or classroom) 
and noncombustible (Tectum will not support 
combustion). 


Its natural fiber-swirl texture is both decorative 
and functional when left exposed over joist or 
beam. The roof deck is the interior ceiling. And 
Tectum is factory finished in an attractive off- 
white color that normally does not require painting. 


All these values — plus just one installation labor 
charge — add up to money-saving advantages. And 
Tectum is Fiberguard protected against inadvert- 
ent water damage. 


TECTUM CORPORATION 2 535 East Broad Street, Columbus 15, Ohio 


The architect knows Tectum as a quality wood 
fiber product and recommends its contribution to 
economical construction. The contractor likes 
Tectum because it is light weight, easy to handle 
and covers large areas in minimum time. The 
school administrator accepts a Tectum specifica- 
tion for the proven qualities it possesses and the 
attractive finished results it always achieves. 


Tectum Pan-L-Art Decorative Products are new 
and exciting decorating elements that provide 
functional acoustics in a variety of new art 
forms. Twenty colors; a hundred new ideas for 
distinctive school decoration. Ask for complete 
color catalog and specifications. 


б factors for schools. 


Tectum 
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The Martin Company 
sai dz Test Facility 


с 


Complete Facilities for 
53 | Simulated-Flight Testing 


Architect Mechanical Engineer ” 

Phillips, Carter and Osborn Marshall and Johnson 7 

Denver Denver Type RC 
General Contractor Mechanical Contractor Cooling Coil 
George A. Fuller Co. Paul Hardeman 

New York Los Angeles 


AEROFIN INSTALLED 


Modern smooth-fin design of Aerofin coils permits 
ample heat-exchange capacity in limited space — 
permits the use of high air velocities without turbu- 
lence or excessive resistance. 


Aerofin performance data are laboratory and field 
proved. You can safely specify Aerofin coils at full 
published ratings. 


AEROFIN CORPORATION 


101 Greenway Ave., Syracuse 3, N.Y. 


Aerofin is sold only by manufacturers of fan system apparatus, 
List on request. 


ENGINEERING OFFICES IN PRINCIPAL CITIES 


Type B 
Non-Freeze 
Heating Coil 
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consider a FORMICA” wall 


DECORATIVE LAMINATE 


with snap-on moldings 


Formica surfaced interiors pay their own way in 
any area of heavy human traffic. One of the count- 
less ways to install this versatile material in a 
handsome wall area makes use of aluminum 
snap-on moldings. 


The details of the technique as shown in the new 
Sahara Motor Hotel, Cleveland, Ohio, are available 
on request. 


Formica illustrated: Rosewood 69-BR-68 е Architect: Norman М. Giller Associates е Interior: Marvin Markowitz e Installer: J & Е Fabricating Company 


Designers of the world’s truly smart interiors have 
created a reservoir of esthetic treatments of this 
famous material. Formica application engineers back 
you up with solid how-to-do-it information. 


Together you and we make an unbeatable combina- 
tion. Let’s get together more often. Send today for 
helpful Formica ideas. 


FORMICA CORPORATION 


Subsidiary of Cyanamid 
Department W-1, Cincinnati 32, Ohio 


IF THE NEW CONCRETE FLOOR DUSTS OR BLOOMS, 


WHOSE REPUTATION 
WILL SUFFER? 


Stop floor problems before they begin by 
specifying a floor maintenance program! 


Past creative effort is usually the forerunner of future 
business. The mental image the public has of a new 
building is important. And unsightly floors can spoil this 
impression. Concrete floors are a good example. Dusting, 
blooming, staining and other discolorations affect the 
beauty of the whole building. The beauty has been erased 
by improper maintenance techniques. 


This is why Huntington suggests you specify a sim- 
ple, but correct, floor maintenance program, that can 
be followed through the years, to protect the build- 
ing's appearance. Our representative, the Man Behind the 
Huntington Drum, will assist you at no obligation. He has 
been helping architects specify floor maintenance pro- 
grams for many years. Plus this, there is a Huntington 
product that will solve floor problems for nearly every 
type of floor. Look for our representative's name on the 
back of our insert in Sweet's Catalog, 13m/Hu, or write us. 


see our catalog, in Please send the following: 


[S ств [Г] Your folder with complete floor maintenance specifications 
or write for copy and descriptions of Huntington floor care products 


L] The new Huntington Gym Floor Manual 
L] Have your representative contact me. 


NAME TITLE 


Tear out this coupon and attach it to 
your firm letterhead for more information. 


p / 
c Where research leads to better products... H U NTI RE G 7 О М 
HUNTINGTON e LABORATORIES ‘ HUNTINGTON, INDIANA e Philadelphia 35, Pennsylvania » /п Canada: Toronto 2, Ontario 
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WHAT ARCHITECTS WANT 


Building Components 


Application and Specification of Materials and Equipment 


TO KNOW ABOUT BRONZE 


by John M. Foehl, Development Engineer 
Architectural Service Department, Anaconda American Brass Company 


Part 1 of 2 


Renewed interest in "bronze" as an architectural metal has prompted Anaconda 
American Brass Company to institute an educational program designed to give 
architects and engineers basic technical information on the architectural uses 
of copper and copper-base alloys. Since 1959, the program has included a series 
of meetings held in cooperation with local A.I.A. chapters across the country. 
Listed below, with answers by Anaconda’s architectural experts, are thirty 
questions on design considerations, finishes, fabrication and costs that are 
repeatedly asked by architects and engineers. 


DESIGN 

1. We understand that architectural 
bronze, red brass and Muntz metal 
are the three most commonly used 
“yellow metals” in architectural de- 
signs. Why three? 

In order to produce a complete 
range of materials for architectural 
use, three alloys—architectural 
bronze, red brass and Muntz metal— 
are required. Extruded shapes are fa- 
bricated from architectural bronze. 
Muntz metal and red brass are used 
for most sheet applications because of 
their good color match with architec- 
tural bronze. Tubular shapes cannot 
be extruded: they are supplied as a 
drawn product in red brass. Where all 
three metals are employed in an ar- 
chitectural composition, the red brass 
is given a bichromate dip in order to 
produce an acceptable color match. 


2. What is the composition of silicon 
bronze? For what architectural appli- 
cations is it recommended, and why? 

Wrought silicon bronze used in ar- 
chitectural applications has a nominal 
composition of 95.8 per cent copper, 
8.1 per cent silicon, and 1.1 per cent 
manganese. Although this material is 
frequently extruded into simple struc- 
tural shapes (angles, channels, tees) 
it is most often employed architec- 
turally in sheet form. It is selected 
primarily because of its rich, reddish 
old-gold color, and is used mainly in 


applications where its natural beauty 
can be emphasized. Fireplace hoods 
and wall paneling are often formed 
from silicon bronze sheet, and be- 
cause of its relatively high strength 
and good working properties, silicon 
bronze strip has recently been roll- 
formed to produce window sash and 
frame members at lower cost than 
bronze extrusions. 


3. If copper alloys are in contact with 
dissimilar metals, is there a problem 
of galvanic action? If so, how is it 
solved? 

Under exterior conditions where 
moisture is present, copper alloys in 
contact with dissimilar metals higher 
in the electromotive series (for exam- 
ple iron, aluminum or zinc) may cause 
galvanic corrosion of the dissimilar 
metal. In most cases, the problem can 
be overcome by painting the contact 
surfaces with either an asphalt base 
or a zinc chromate primer. 


4. Can bronze and aluminum or bronze 
and stainless steel be combined for 
either interior or exterior work? 
Bronze and aluminum can be com- 
bined safely for interior work where 
moisture conditions are not prevalent. 
They should never be combined for ex- 
terior work, since severe corrosion 
and eventual failure of the aluminum 
as a result of galvanic action will oc- 
cur under exterior exposure condi- 
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The poe Building, t the first with a bronze 
curtain wall, typifies the renewed interest in 
copper metals. Archts: Mies van der Rohe, 
Philip Johnson; Associate Archts: Kahn & 
Jacobs 
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tions. As an example, the wash of cop- 
per salts from a copper valley is suf- 
ficient to eat out an aluminum gutter. 

With stainless steel the situation is 
much less critical, but under exterior 
conditions it is wise to isolate the 
two metals with a good primer. 


5. In wrapping а copper alloy metal 
around steel, is there any chance of 
galvanic corrosion? 

The problem is not acute, but it is a 
good idea on all exterior work to paint 
the steel with either an asphalt base 
or zinc chromate primer to insure iso- 
lation of the two metals. 


6. Can staining of masonry from 
bronze work be controlled? 

Yes. Where the bronze work abuts 
light-colored masonry, a drip edge 
should be provided to conduct the 
wash from the bronze away from the 
face of the masonry. In the case of 
face-mounted bronze letters, tablets, 
and so forth, staining can be minim- 
ized by mounting the letters or tablets 
about 34-in. from the face of the wall. 


7. Are all the copper-alloy architec- 
tural metals available in all standard 
forms—sheet, rod, tubes, etc.? 

No. For example, architectural 
bronze is available only in extruded 
shapes and rod. As mentioned before, 

. Muntz metal sheet or red brass sheet 
and tube are used to complete an ar- 
« chitectural composition which in- 
cludes architectural bronze extru- 
sions. A similar situation exists when 
nickel silver is incorporated in a de- 
sign. Of the principal architectural 
metals, only copper and_ silicon 
bronze are produced in all forms. In 
both metals, however, extruded forms 
are limited to simple balanced shapes. 


8. If a design incorporates rectangu- 
lar or square tubes, angles, channels, 
bars and so forth, is there a wide 
range of standard sizes available? 

A wide variety of standard shapes, 
both extruded and drawn, are avail- 
able in the principal architectural 
metals, and can often be utilized al- 
most exclusively in the development 
of original designs. 


9. Is there a maximum size of ex- 
truded bronze shapes? 

Extruded shapes are generally lim- 
ited in maximum size to a cross sec- 
tion which can be enclosed within a 
circumscribed circle 6 in. in diame- 
ter. The largest shape extruded com- 
mercially is an I-beam with a maxi- 


mum diagonal dimension of 71; 
inches. A balanced cross section and a 
relatively heavy gage aid in the pro- 
duction of this shape. 


10. Does bronze present the same 
problem of expansion and. contraction 
as aluminum in panels and curtain 
walls ? 

In the design of all-metal curtain 
walls, regardless of the metal used, 
the panels should be able to expand 
and contract freely in order to avoid 
buckling or rippling of the metal. Be- 
cause the yield strength of the copper 
alloys is, in most instances, higher 
than that of aluminum alloys used for 
similar applications, the copper alloys 
provide greater resistance to perma- 
nent deformation. Thus, the magni- 
tude of the problem is reduced. 


11. Has relatively thin-gage copper- 
alloy sheet metal been successfully 
bonded to steel, to plywood, to cement- 
asbestos board? 

Yes. Copper-alloy sheet in gages up 
to .060 in. has been successfully bond- 
ed to sheet steel in order to provide 
increased rigidity. Electrosheet cop- 
per (.0028 in. to .0098 in. gage) has 
been laminated, with good results, to 
both plywood and cement-asbestos 
board. To insure good adhesion, the 
surface of the base material should be 
smooth and free of defects. In the 
case of cement-asbestos board, a mi- 
cro-sanded finish is specified. Regard- 
less of the backing material, the bond- 
ing is done under pressures approach- 
ing 1000 psi. Elevated temperatures 
may also be employed. 


12. In using bronze castings with 
wrought bronze, how can we specify 
the casting composition to be sure of 
good. color match? 

If the casting alloy is specified as 
follows: copper 81 to 85 per cent, tin 
2 to 3 per cent, lead 1.5 to 2.5 per 
cent, nickel 0.25 to 0.75 per cent, iron 
0.85 per cent maximum, other ele- 
ments 0.50 per cent maximum, zinc 
remainder, the color match with the 
wrought alloys should be acceptable. 


FINISHES 

13. Where would you use: (a) a pol- 
ished finish, (b) a satin finish, (c) a 
scratch brush finish? 

Because of the critical reflections 
produced by a polished surface, highly 
polished finishes in an architectural 
composition should be limited to high- 
lights or used to accent small areas. 
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A satin finish is unquestionably the 
prineipal finish used on architectural 
metals. Its soft sheen is both pleasing 
to the eye and simple to maintain. It 
is used extensively on doors, windows, 
wall panels, and other applications 
which are close to the eye and thus 
undergo constant inspection. 

A scratch brush finish is, like the 
polished finish, used chiefly ав ап ac- 
cent. 


14. Which material is best suited for 
exterior use from the standpoint of 
color and finish stability—Muntz met- 
al or red brass? 

Colorwise, for exterior use, red 
brass is favored over Muntz metal. 
Red brass, when allowed to weather 
naturally, attains a distinctive gray, 
blue-green patina. The Muntz metal 
on the other hand would tend to devel- 
op the characteristic deep gray-green 
patina associated with weathered sta- 
tuary bronze. 

Where color match is critical, 
Muntz metal in combination with ar- 
chitectural bronze would be best 
from the standpoint of color stability. 
Where protective coatings such as 
lacquers are applied, Muntz metal 
and red brass are equally stable. 


15. What are your recommended speci- 
fications for developing am artificial 
patina on copper alloys? Also on pure 
copper such as roofing. 

At present, two suggested methods 
for producing an artificial patina on 
copper have been published. These are 
commonly identified as the ammonium 
sulfate and the ammonium chloride 
processes. The ammonium sulfate 
process was developed during the 
1930's in the laboratories of Anaconda 
American Brass Company. Frank 
Lloyd Wright employed the ammo- 
nium chloride process to produce the 
inital patina on much of the copper 
work incorporated in his designs. A 
third process utilizing a solution con- 
taining salts of arsenic and copper is 
proving successful, particularly in 
producing an artificial patina on 
weathered or oxidized copper. 

Red brass, architectural bronze, 
and Muntz metal may also be arti- 
ficially patinated using the same pro- 
cedures as outlined for copper. 


16. What effect does artificial color- 
ing of bronze by acids have on the life 

of the metal? 
The life of copper or copper alloys 
continued on page 282 


New Advances in Insulating Plastic Foams 


A new Styrofoam insulation board, 
which is self-extinguishing Бу 
ASTM D1692-59T (see photo far 
right), is expected to replace other 
forms of Styrofoam in many comfort 
and low temperature insulation ap- 
plications. In addition to improved 
flame retardance, the new blue foam 
is said to exhibit better light stabil- 
ity and higher heat distortion than 
Styrofoam 33, Dow’s previous flame- 
retardant polystyrene foam, which 
was sold at a slight premium. The 
new foam’s properties and price will 
be competitive with “standard” 
Styrofoam 22. It will come in boards 
9-ft long, 16-in. wide and 1, 1%, 2, 3 
and 4-in. thick, and in the form of 
Scorbord, pre-scored perimeter insu- 
lation board. A 24-in. wide board will 
also be sold, but at a slightly higher 
cost. 

A second recently-announced ad- 
vance in insulating plastic foams is 


Explosion-Proof Outlet and Plug for Hazardous Areas 


BRONZE 
CASTING 


ALUMINUM 
CASTING 


SAFETY 


SWITCHES CHAMBER 


Thurane, a rigid urethane foam with 
high solvent resistance, high heat 
distortion, and low thermal conduc- 
tivity. (The permanent “К” factor, 
its stability established by testing 
samples aged at 140F for more than 
700 days, is .16 to .17 at 70F.) Be- 
cause of this low thermal conductiv- 
ity, thin sections of the new unicel- 


Explosion and fire caused by sparks 
from electrical wiring devices can be 
prevented with a new Hubbellock 
plug-and-outlet that prevents arcing 
when connections are made ог 
broken. 

The plug is insulated with a self- 
hardening epoxy resin poured in 
when the cord is fastened to the ter- 
minals. Since the terminals and 
wires are thus embedded in a solid, 
watertight, vaportight mass, connec- 
tions cannot loosen to cause spark- 
ing. And since no water can reach 
the wires or terminals, the plug and 


Product Reports 


lular foam will provide the same 
thermal insulation as a_ greater 
thickness of conventional insulation. 
It can be used for both low and high 
temperature applications (see photo 
above), and has good resistance to 
water penetration and water vapor 
transmission. Dow Chemical Co., 
Midland, Mich. 


cord are impervious to moisture and 
can safely be washed when removed 
from the outlet. 

The receptacle features a switch 
mechanism so keyed that electrical 
contact can һе established only 
by the explosion-proof plug. The 
switches themselves are isolated in a 
safety chamber formed by the recep- 
tacle shell and a heavy casting. 

The device is UL-approved for use 
in Class I, Group C and D, explosive 
atmospheres in industrial plants and 
hospital operating rooms. Harvey 
Hubbell, Inc., Bridgeport 2, Conn. 


“Cook-It- Yourself” Electronic Cafeteria 


Electronic ovens are whittling down 
in-plant feeding costs by making it 
possible for employers to provide a 
choice of three or four hot meals 
daily in a “cook-it-yourself” cafe- 
teria with no kitchen, cooking uten- 
sils, or even steam tables. 
Employees select from a refriger- 
ated display case pre-cooked, frozen 
meals prepared by an outside com- 
missary. The patron then places the 
meal on its disposable tray-dish into 
a Radarange microwave oven, and 
sets an automatic timer which has 


color-coded buttons to match the col- 
ored tape that seals the dinner into 
its transparent envelope. The aver- 
age time required to heat a meal is 
about 60 seconds. 

In addition to its obvious advan- 
tages to employees and cafeteria con- 
cessionaires, the “cook-it-yourself” 
system offers plant management re- 
duced cafeteria space requirements, 
and reduced maintenance and utility 
costs. Radarange Dept., Raytheon 
Co., Waltham 54, Mass. 

more products on page 236 
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Office Literature 


Manual of Lathing and Plastering 


by John R. Diehl, A. I. A., is perhaps 
the most definitive work on the sub- 
ject to date. Topics covered include: 
basic plastering materials, lathing 
and preparation for plastering, the 
application of plaster, an analysis of 
the various wall and ceiling systems 
and assemblies, functions and qual- 
ity of plaster work, economics of lath 
and plaster (with a basic cost index), 
acoustical and thermal characteris- 
tics, radiant heating, and fire resist- 
ance. Extensive photographs and de- 
tailed drawings, and more than 50 
tables on such subjects as decibel 
ratings and fire ratings are also in- 
cluded. Mr. John K. Buster, Етеси- 
tive Director, National Bureau for 
Lathing and Plastering, 2000 K St., 
N.W., Washington 6, D.C. 


Structural Aluminum Design 


Hard cover edition includes tables of 
properties; applications and specifi- 
cations; tables of maximum allowa- 
ble stress values; high and low tem- 
perature properties; alloy data 
sheets; weight tables; and other per- 
tinent information on load-carrying 
aluminum sections. 232 pp. Reynolds 
Metals Co., Dept. PR-42, Richmond 
18, Va.* 


High-Strength Bolting 


Fall-Winter issue of Fasteners is de- 
voted to high-strength bolting; cov- 
ers bolting practice in the field, a 
new redesigned bolt, examples of suc- 
cessful applications in structural 
erection, shop fabrication, and speci- 
fications for structural joints using 
ASTM A325 bolts. 40 pp., $1. Indus- 
trial Fasteners Institute, 1517 Ter- 
minal Tower, Cleveland 13, Ohio 


Toilet Compartment Catalog 


(А.Т.А. 35-H-6) Presents illustra- 
tions, specifications and details on 
complete line of toilet compartments, 
hospital cubicles, dressing enclosures 
and urinal screens. No. TC-61, 16 pp. 
Cutler Metal Products Co., Camden 
2, JN. «ат 


Gabriel Loire Stained Glass 


Illustrates designs in thick, sculp- 
tured colored glass set in reinforced 
concrete, executed by contemporary 
French stained glass artist Gabriel 
Loire. 20 pp. Loire Imports, Inc., 150 
East 35th St., New York 16, N. Y. 


Mercury Vapor Lamps 


Describes, illustrates, and gives tech- 
nical and photometric data on Wide- 
Lite line of mercury vapor lamps for 
interior and exterior use. Wide-Lite 
Corp., 4114 Gulf Freeway, Houston, 
Texas 


Prestressed Roof Deck 


(АТА. 4-K) Describes appearance of 
Flex-Tee prestressed, single stem 
roof deck; gives technical data on 
casting details, structural qualities 
and limits; describes placement; and 
shows representative uses of the 
member. 8 pp. Flexforms, Inc., 1445 
W. Quincy, Englewood, Colo. 


Mississippi Glass 


(А.Т.А. 26-A-3,5,6) Covers complete 
line of rolled, figured and wired glass, 
with pattern illustrations, light dis- 
tribution charts and transmission 
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data. Catalog 61-G, 20 pp. Mississippi 
Glass Co., Dept. 7, 88 Angelica St., 
St. Louis 7, Mo.* 


Standard Steel Specifications 


Two new standard steel specifica- 
tions, Specification and Loading Ta- 
bles for Open Web Steel Joists 
(Longspan or L-Series) and Specifi- 
cation for Architecturally Exposed 
Structural Steel, have been released 
by the American Institute of Steel 
Construction, 101 Park Ave., New 
York 17, N. Y. 


Operating Room Equipment 


(А.Т.А. 35-K-6) Catalogs, with illus- 
trations and descriptions of con- 
struction features of each unit, a 
complete line of stainless steel operat- 
ing room equipment. 20 pp. S. Blick- 
man, Inc., 526 Gregory Ave., Wee- 
hawken, N. J. 


Metal Curtain Wall Manual 


Revised edition contains new sections 
on design principles, design data, 
testing, and installation in addition 
to updated reference standards and 
specifications. $3.50. National Assn. 
of Architectural Metal Manufactur- 
ers, 228 N. LaSalle St., Chicago 1, Ill. 


Hot Water for Industrial Plants 


Gives complete sizing data and in- 
stallation instructions for water 
heating systems, and tips on estimat- 
ing hot water requirements for plant 
cafeterias, laboratories, processes 
and lavatories. Specifications and ap- 
plication data on Smith line of indus- 
trial water heaters are also included. 
Manual CH-110, 100 pp. Permaglas 
Div., A. O. Smith Corp., Kankakee, 
TIL 


Terrazzo and Mosaics 


(A.LA. 23-E) Information kit gives 
data and specifications on standard 
terrazzo and mosaic, conductive ter- 
razzo, outside terrazzo, monolithic 
terrazzo, terrazzo over radiant heat- 
ing installations and terrazzo main- 
tenance; information on divider strip 
location; methods of restoring con- 
ductive terrazzo; resiliency test find- 
ings; and an NTMA membership list. 
National Terrazzo and Mosaic Asso- 
ciation, 2000 K St., N.W., Washington 
6. D. С. 
*Additional product information in 
Sweets Architectural File 

more literature on page 270 


uie APARTMENTS 
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SCHOOLS 


COMMERCIAL 


CHURCHES 
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WHATEVER YOUR CABINET OR CASEWORK REQUIREMENTS... 


APARTMENTS ... Owners and managers find Geneva kitchens For sound counsel on 
mean better rents, lower maintenance, lasting beauty. problems of casework 
SCHOOLS. . . Geneva’s line of cabinets for Home Arts, Food ee ees DEN 
Laboratories and Arts and Crafts departments permit greater distrib Fl enc" 
latitude in layout, offer the most advanced design ideas. МОГ ОР ene 


. the factory. 
CHURCHES ... À kitchen is basic to the needs of the modern 
church and Geneva cabinets receive high preference. 
COMMERCIAL ... Test kitchens, laboratories, executive kit- *** + * "5 еее еее ее 
chens, efficiency kitchens for the “coffee break" are only a few | : GENEVA MODERN KITCHENS 
of the growing applications for Geneva cabinets in business. : Dept. AR-2-61 Geneva, Illinois 


Please send Geneva literature, including 
specifications covering the following: 


ж 
eneva GENEVA MODERN KITCHENS ы Apartments [Schools []Churches []Commercia! 


DIVISION OF ACME STEEL CO. - : 
KITCHENS м . Name 
Geneva, Illinois . 


: Address 


5 City State. 


Another NEW General Electric 
Ballast Development... 
THIS CAPACITOR IS DESIGNED 

TO PREVENT RUPTURE! 

№ 


(sie í = 
а Кер Sy) New Thermal Link deep within capac- 
| Г itor roll protects against excessi 


| пе Us 
effective barrier to seal against bush- 
| ing seepage. Result: longer ballast life. 


Introducing 


NEW 
GENERAL ELECTRIC 


. 


PU 


ыз, 


2 


Ос 
ر‎ OOS 


DESIGNED TO... 


eliminate hazards to people and property 
eliminate need for individual ballast fusing 
eliminate leakage 

provide longer ballast life 

be interchangeable with standard models 


WITH NO SACRIFICE IN SOUND PERFORMANCE! 
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General Electric proudly announces new Bonus Line 
fluorescent ballasts, designed to offer you—for the first 
time—full protection against the hazards sometimes 
associated with ballast end-of-life failure. 

This new ballast design, available in most popular 
ratings for indoor commercial and industrial applications, 
features two outstanding new General Electric develop- 
ments that make it safer than standard ballast designs: 

1. A new Thermal Protector has been developed and 

tested for several years in General Electric laboratories. 

The Thermal Protector de-energizes the ballast before 

it reaches the critical internal temperatures at end of 

life that cause ballast filling compound to soften or 
melt. This non-resetting Thermal Protector completely 
eliminates any need for individual ballast fusing. 

2. A newly developed, two-way improved General 

Electric capacitor features a unique Thermal Link 

designed to overcome capacitor rupture and leakage 

which sometimes occur at end of life. Also, the new 


Another NEW General Electric 
Ballast Development... 
SPECIAL THERMAL PROTECTOR 

makes ballasts safer 
than ever before! 


Unique Thermal Protector is designed 
to de-energize the ballast permanently 
at end-of-life failure, preventing com- 
pound softening and eliminating 
ballast leakage. This assures full-life 
protection against hazards to people 
or property. 


capacitor has a new bushing assembly which contributes 

to longer ballast life. 

New Bonus Line ballasts are dimensionally, thermally, 
and electrically interchangeable with standard General 
Electric ballasts of same ratings. They meet—and, in 
certain respects, exceed—all appropriate industry stand- 
ards. And you get all these ballast added values without 
sacrifice in sound performance. General Electric ballasts 
are still the quietest ballasts available! 

In short, new G-E Bonus Line ballasts give you added 
years of safe, reliable, quiet performance. They’re engi- 
neered to eliminate leakage, smoke—even the more 
violent conditions which sometimes occur at end of normal 
ballast life. 

Your General Electric ballast sales engineer will be 
proud to give you full information on new G-E Bonus Line 
ballasts for your lighting applications. Contact your nearby 
G-E sales office or write for Bulletin GEA-6912 to Section 
403-01, General Electric Co., Danville, Illinois. 


Progress ls Our Most Important Product 


GENERAL @ ELECTRIC 
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Product Reports 


continued from page 231 


Italian Wall and Floor Tile 

A complete line of ceramic wall and 
floor tiles, made by Richard-Ginori 
of Milan and now being distributed 
in this country at prices competitive 
with conventional tile, includes em- 
bossed glazed tiles, and hand screen- 
printed glazed and matte tiles and 
special panels. The embossed tiles 
feature subtle “architectural” pat- 
terns and transparent colors; the 
printed tiles, screen-printed under 
glaze and hand-blocked, feature a 
variety of patterns in permanent 
colors and finish. The special panels 
are “mural prints” made up of hand- 
painted, hand-finished tiles. Theo- 
dore Bialek & Co., Inc., 350 Fifth 
Ave., New York 1, N. Y. 


Decorative Luminous Ceiling 
A new decorative treatment for lu- 
minous ceilings consists of a grid 


suspended from “sky hooks,” and 
Ply-Grilles made up of wooden grills 
backed by plastic. The grill is in- 
stalled by screwing the “sky hooks" 
into transverse moldings, nailing the 
other end of the sky hook directly 
into the ceiling beams, and dropping 
longitudinal sections of molding into 
the transverse grid members. The 
Ply-Grilles, which come іп 15!5-in. 
widths and 2315, 48 or 72-in. lengths, 
are then set in place above the com- 
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pleted grid. They may be suspended 
from 1 to Т in. depending on the 
type of lamps used. Jaffre Products 
Co., 189 First St., Brooklyn 15, N. Y. 


Compact Diesel Electric Sets 

Three new Cat diesel electric sets of- 
fer high standby generating ca- 
pacity for emergency power supplies 
from a small : package. A turbo- 
charger, standard equipment on all 
three models, increases power out- 
put, and to pull still more horse- 


power from the same package, the 
engines are also available with op- 
tional aftercoolers. Smallest of the 
three new “compacts” is the D320 
Series A, which measures 40 in. 
long by 28 in. wide by 35 in. high 
and produces 50KW. The larger 
models are the 70KW D330 which 
measures 45 by 31 by 39 in., and the 
100KW D333 which measures 58 by 
31 by 39 in. Engine Div., Caterpillar 
Tractor Co., Peoria, Ill. 

more products om page 244 


REMOVABLE AT CLOSER. 


| [ i 
і he Min. Stop Тә BE 


Фф Or CLOSER 
To Ерсе OF Stop 


HEAD SECTION 


| + CONSTRUCTION DETAILS 


E for LCN Overhead Concealed Door Closer Shown on Opposite Page 
1020 The LCN Series 200 Closer’s Main Points: 


1. Efficient, full rack-and-pinion, two-speed control of 
the door 


2. Mechanism entirely concealed; arm disappears into 
door stop on closing 


3. Hydraulic back-check prevents door’s being thrown 
open violently to damage walls, furniture, door, 
hinges, etc. Door may open 180°, jamb permitting 

4. Hold-open (optional) set at any one of following 
points: 85°, 90°, 100° or 110° 

5. Easy to regulate without removing any part 

6. Used with either wood or metal doors and frames 


Complete Catalog on Request— No Obligation 
or See Sweet's 1961, Sec. 18e/Lc 


LCN CLOSERS, INC., PRINCETON, ILLINOIS 
Canada: LCN Closers of Canada, Ltd., P. 0. Box 100, Port Credit, Ontario 


quem qme vom 


March 1961 


Modern Door Control b 


LU А 


Closer Concealed in Head Frame 


GREAT LAKES REGIONAL SALES HEADQUARTERS 
BUILDING, REYNOLDS METALS COMPANY 
DETROIT, MICHIGAN ` 


Minoru Yamasaki & Associates, Architects 


LCN CLOSERS, INC., PRINCETON, ILLINOIS 


Construction Details on Opposite Page 
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opposite sides of the Vin-Cor panel! 


Get two-way corrosion resistance plus great 


Permanent Protection 


Granco Vin- Cor is a new concept in protected metal 
—corrugated steel panels protected on both sides by 
a generous galvanized coating, plus a tough three- 
coat vinyl finish. Permanent protection against weath- 
ering and corrosive atmospheres. Permanent color 
proved by Weatherometer tests. Vin-Cor's durable 
vinyl surface requires no maintenance. Won't craze, 
chip or peel. The zinc coating provides important 
secondary galvanic protection when Vin-Cor is drilled 
or cut. 


Granco Vin-Cor is made from tough-temper steel. 
Strong. You can specify lighter gages than ordinarily 
required or use fewer supports. Reduce costs. Vin-Cor 
is classified noncombustible by NFPA Std. No. 220. 


Granco Vin-Cor is available in the widest 
variety of beautiful, nonfade colors ever 
offered in a protected metal. Further- 
more, you can have a different color on 
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Won't Chip or Peel 


Withstands Fumes 


FOUR INDEPENDENT CORROSION- 
RESISTANT COATINGS 

1. Steel * 2. Zinc * 3. Prime Coat 

4. Vinyl Coat • 5. Vinyl Finish Coat 


WIDE VARIETY OF PATTERNS ANE 
GAGES IN ANY LENGTH TO 12’ O' 


ength, beauty and economy with... 


Nonfade Colors Fire Resistant Corrosion - Proof 


The new protected metal for industrial and commercial construction — siding, 
roofing, insulated wall panels, fascia, canopies and other applications. 


e 

FROM тн: IGRANCO|] ғлмпу | | GRANCO STEEL PRODUCTS COMPANY | 
| 6506 М. Broadway, St. Louis 15, Missouri | 
Cofer® | A Subsidiary of GRANITE CITY STEEL COMPANY | 
Сон кенді | MAIL FOR VIN-COR MANUAL . . . Just sign coupon. . . clip to | 
г: f + your company letterhead . . . mail today. Attn.: Dept. R-13. | 
Utility Deck rM 4 i | 
t | | 


" ! 
Structur - Acoustic i 


maple 7 OUR CATALOGS ARE FILED IN SWEET'S! 


Pavement Joints ————————— À PáÀTQ€—MÀM—À—— RÀ ت‎ MÀ НЕСЕ 


NAME 
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“We expect these diffusers 
cast of Du Pont MONOCITE™ 
to keep their beauty 
for the life of the fixtures” 


Lighting shield panels made by 
THE POLYCAST CORP. 
Stamford, Conn. 


{ — Hu. iL 
Gol j mtm qu, ж. 


The Deering Milliken Building, 1045 Sixth 
Ave., New York City. Architects: Carson 
& Lundin, New York City. Fixture manu- 
facturer: The Frink Corp., Brooklyn, N. Y. 
Installation: Eastern States Electrical Con- 
tractors, Inc., New York, N.Y. 


POLYCHEMICALS DEPARTMENT 


ШУ 


REG. U. 5. PAT. OFF. 


Better Things for Better living . . . through Chemistry 
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Says Roy Duncan, superintendent of 
New York's new Deering Milliken 
Building. ‘‘The assignment was to get 
the ‘most exciting ceiling in New York’ 
for our first three floors. So the archi- 
tects designed the checkerboard layout 
and specified diffusers that are cast 
from Du Pont MONOCITE. 

“These panels were selected because 
they diffuse the light perfectly, main- 
taining maximum efficiency for years. 
They disguise the presence of fluores- 
cent tubes and can be used in larger 
areas than other types. 

“Also, they're extremely durable and 
easily cleaned, which keeps our main- 
tenance problems at a minimum. We 
expect these diffusers**, cast by The 
Polyeast Corp. of Stamford, Conn., to 
last the life of the fixtures. It's obvious 
why we recommend them highly." 

It wil pay you to find out how 
Du Pont's customers are using Du Pont 
MONOCITE to produce lighting- 
fixture shields that will give you out- 
standing service with a minimum of 
maintenance. For more information, 
write: E. I. du Pont de Nemours & Co. 
(Ine.), Dept. AR-3, Room 2507M, Ne- 
mours Bldg., Wilmington 98, Delaware. 


* Trademark for Du Pont's methacrylate monomer 
**Flat Polycast acrylic sheets 


CAPITOL PARK 
APARTMENTS 


ARCHITECT: 
SATTERLEE & SMITH 


wood 
folding doors 


Prospective tenants welcome the textural warmth PELLA WOOD FOLDING DOORS impart 
to brick, tile, glass and plaster surfaces. Installed as space dividers in apartments, motels 
and hotels, these fine doors combine privacy-at-will with the natural beauty of 6 rich wood 
veneers. You may specify PELLA FOLDING DOORS factory finished or unfinished. Patented ''live 
action" steel spring hinging assures dependable, effortless operation for even the largest units. 
SPECIAL ALLOY STEEL Solid wood ‘‘Lamicor” construction prevents warping. Available for any width and in heights up 
spring hinges run horizon- to 1271", PELLA WOOD FOLDING DOORS arrive factory assembled. Full specifications can be found 
tally and are spaced 14-7/10 in Sweet's Architectural Catalogs. Consult the classified telephone directory for name of your 


apart. Panels come together 2 cara 
quietly, flat and compact. nearest U.S. or Canadian distributor. ROLSCREEN COMPANY, PELLA, IOWA. 


6 FINE WOOD VENEERS » AMERICAN WALNUT * PHILIPPINE MAHOGANY * WHITE ASH * BIRCH * OAK * PINE 


PELLA ALSO MAKES QUALITY WOOD FOLDING PARTITIONS, CASEMENT AND MULTI-PURPOSE WINDOWS, ROLSCREENS AND WOOD SLIDING GLASS DOORS 
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Design for beauty and 
utility with an eye to 
economy, too... 


A typical recessed cabinet is 
this handsome model in 22 
gauge, satin-finished stain- 
less steel. It has continuous 
piano hinges, tumbler locks 
and ample storage space. 


Continuous Cloth 
ine Cloth towel cabinets add smartness to this washroom in 
Towel Ca b in et < the newly-built Prudential Federal Savings Building, 


Salt Lake City. Architect: Cunneen Co., Philadelphia, Pa. 
Service is by American Linen Supply Co, 


Check the benefits your clients get when your de- Опе of your local Linen Suppliers will gladly install 
sign includes cloth towel cabinets in all washrooms. and service these units at modest cost. And, from 
O An end to litter, storage and disposal problems. then on, each washroom will be kept supplied with 

Reduced maintenance and janitorial costs. fresh, clean cotton toweling automatically. And, 
[] Fewer plumbing repairs. remember— your specification does not obligate your 
L] Elimination of fire hazard. client to any particular service. 


this free Planning-for-Cloth Kit. Fully illus- 
trated, it includes specifications for all 
continuous cloth towel cabinets. 


ГІ Linen Supply ............. 


and National Cotton Council * 22 West Monroe Street, Chicago 3 
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PELLA PRODUCTS 


| 


UNDERSCREEN OPERATOR 

is of extruded aluminum. Exclusive 
nylon GLIDE-LOCK® permits lock- 
ing M-P window in 10 positions. 


4 


WAYZATA MEDICAL CLINIC ARCHITECTS: SHIFFLET, BACKSTROM, HUTCHISON & DICKEY, INC. 


X 


wood 
multi-purpose 
windows 


set residential tone for clinic 


PELLA WOOD MULTI-PURPOSE WINDOWS present interesting 
solutions to the problem of integrating a commercial build- 
ing within a residential neighborhood. The nicely propor- 
tioned wood frames harmonize easily with both natural 
environment and other construction materials. For plan- 
ning flexibility, PELLA offers a range of 15 vent or fixed sizes 
and 5 fixed picture sizes. WOOD M-P WINDOWS may be ar- 
ranged as awning, hopper or casement units. For user 
convenience, screens and storm panels are self-storing. 
PELLA also offers WOOD TWINLITE® WINDOWS, which combine 
vent utility with the traditional double-hung look. Full spec- 
ifications in SWEET'S or consult your classified telephone 
directory for the name of the nearest U. S. or Canadian 
distributor. ROLSCREEN COMPANY, PELLA, IOWA. 


PELLA ALSO MAKES QUALITY WOOD CASEMENT WINDOWS, WOOD FOLDING DOORS AND PARTITIONS, ROLSCREENS AND WOOD SLIDING GLASS DOORS 
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terrazzo 
can be 


you use 
ALUNDUM 


aggregate 
in the right 


proportio 


m 


In many locations, the use of regular terrazzo for 
floors, stairs and ramps is impractical because water or other 
liquids may cause the walking surface to become slippery 
and dangerous. 


But you can safely use terrazzo indoors or out — and 
at the same time provide permanent walking safety — by 
specifying an ample quantity of Norton ALUNDUM Aggre- 
gate in the terrazzo mix. The resulting surface is non-slip, 
wet or dry, retains its initial beauty indefinitely and is excep- 
tionally resistant to wear. 


To be sure that full non-slip effectiveness is obtained 
the architect should — and this is important — require the 
contractor to install the specified quantity of ALUNDUM 
Aggregate and to expose it properly and uniformly in the 
surface. 


Full specifications in Norton pages in SWEET'S or on request from us or 
from the National Terrazzo and Mosaic Association, Washington, D. C. 


United States Post Office 
St. Petersburg, Florida 


NORTON W— 
NORTON COMPANY 


WORCESTER 6, MASS. NON-SLIP FLOORS 


ALUNDUM AGGREGATE for Terrazzo and Cement *  ALUNDUM STAIR ond FLOOR TILE 
ALUNDUM and CRYSTOLON Non-slip Abrasives 
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Product Reports 


Solar-Earth Source Heat Pump 
The Wether-Bee, a solar-earth heat 
pump, uses two heat collecting and 
dissipating coils; one in the earth 
and one exposed to air. During the 
summer, heat is removed from the 
occupied space and stored in the 
ground until needed during colder 
weather. Excess Btu’s from winter 
sunlight are also stored underground 
for cloudy days or extreme tempera- 
ture drops. The heat pump can be in- 
stalled in an up-right, counterflow or 
horizontal position in a utility room, 
closet or basement. Heat Pump Sys- 
tems, Inc., 232 South River St., Au- 
тота, Ill. 


Roof-Mounted Heating-Cooling Unit 
Atmos-Pak, a pre-built heating and 
cooling unit designed for roof-top in- 
stallation on large area one-story 
buildings, adds ceiling height by 
eliminating the clutter of ducts, pipes 
and other mechanical equipment. Be- 
cause they can be placed wherever 
needed and come in several capaci- 
ties, the units also give good uni- 
formity or spot area control. They 
are quickly installed by making only 
three on-site connections, and addi- 
tional units can easily be added as 
needed for plant expansion. Air-Con- 
ditioning, Inc., 88 North Highland 
Ave., Ossining, N. Y. 

more products on page 252 


PELLA төмен Т THE FOCAL POINT OF QUALITY 


А ^ wood casement 


windows 
help you cut your clients’ costs 


Self-storing ROLSCREENS and storm panels on PELLA CASEMENTS 
provide a substantial savings in maintenance for large buildings. Seasonal 
labor is reduced. Valuable storage space is saved. Wood is still recognized 
as the best insulating material to surround glass, and the wood in PELLA 
WINDOWS helps to minimize heat losses. To meet your requirements for 
good design in fenestration, PELLA WOOD CASEMENTS come in 18 standard 
ventilating units up to 24"x 68" glass size and 60 fixed unit sizes. Full specifica- 
tions in SWEET'S or consult the classified telephone directory for the name of 
the nearest U. S. or Canadian distributor. ROLSCREEN COMPANY, PELLA, IOWA. 


ASBURY METHODIST HOSPITAL NURSES HOME * MCENARY & KRAFT-ELLERBE & COMPANY, ASSOCIATED ARCHITECTS 


INSTANT SCREENS 
describes famous ROL- 
SCREEN®...the inside 
screen that rolls down, rolls 
up and out of sight. 


PELLA ALSO MAKES QUALITY WOOD MULTI-PURPOSE WINDOWS, WOOD FOLDING DOORS AND PARTITIONS, ROLSCREENS AND WOOD SLIDING GLASS DOORS 
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HAGER 


= 
FINISH 


T.M. REG. 


SELECTED FOR NOB HILL 
$8,000,000 APARTMENT 


e largest, most lavish co-operative 
apartment west of Chicago 


e occupying an entire square block 
on plush San Francisco Nob Hill 


e LUMA-SHEEN will add the finishing 
touch of refinement to the 
Comstock's elegant decor. 


Initiated with the largest loan in San Francisco 
building history ... 16 levels... 193 apartments, 
almost all of them balconied with panoramic vistas 
to the Golden Gate, San Francisco Bay and wooded 
hills beyond ...a garden-lobby with porte-cochere 
...8 tree-shaded garden sundeck high above city 
streets...all possible mechanical and personal 
conveniences...five penthouses surrounded by five 
tree-shaded terraces. This is luxury where 
EVERYTHING HINGES ON HAGER! 


Hager LUM A-SHEEN hinges are specified. The 
original permanized aluminum-colored finish, that 
matches perfectly the modern aluminum door 
hardware and trim. 


Comstock Co-operative Apartment 
San Francisco 


Developed by: ALBERT-LOVETT CO., 
San Francisco 

General Contractor: The Pacific Co., 
Berkley, California. 


Hardware: California Builders Hdwe Co., 
San Francisco. 


Available...on Brass or 
Steel Butts—Specify LS 


Comstock recognition of the beauty 
and permanence of LUMA-SHEEN 
finish, caps the climax of 6 years of 
nation-wide acceptance. 


Its electrolytic finish has the true 
aluminum color... permanized. It’s 
been proved in practically every 
conceivable situation. 


When you want it to stand up to 
the test of time- specify Hager 
LUMA-SHEEN (symbol LS) on 
that next job! 


EVERYTHING HINGES ON Hager! 
® 


C. HAGER & SONS HINGE MANUFACTURING COMPANY, ST. LOUIS 4, MO. 
IN CANADA > HAGER HINGE CANADA LIMITED, KITCHENER, ONTARIO, 
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Put COLOR Е, /: ТЕ ЕАН not on them! 


18 standard and 26 accent colors of SPECTRA-GLAZE 
on standard concrete block shapes give you the most 
economical method of building beauty and permanence 
into your walls. The aesthetic touch of random patterns 
or murals go into the wall as it's laid, whether partition 
or loadbearing. The new 14” thick face, resulting from 
12 years of Burns & Russell research, retains its colorful 
and maintenance-free properties from the satin surface 
deep into pores of the block. 


To designers, this combination of properties means: 


PERMANENCE Precise face exceeds staining require- 
ments of ASTM-C-126, and is so hard it can be used on 
floors. 


BEAUTY 44 colors; only 14" exposed mortar joints. 


ECONOMY 25% lower in-the-wall cost of concrete block 
shapes under other glazed masonry. 


VERSATILITY modular dimensions; many standard 


shapes, some of which are shown below; thicknesses 2" 
rs to 12" for partitions and loadbearing walls without 
back-up. 
AVAILABILITY 27 licensed manufacturers with distrib- 
| utors in principal metropolitan areas. 
ed (S) See SWEET'S CATALOG 4g/Bu for color chart and other details, 


a or write for "Construction Details" and "Test Reports". 


| Í 
o. 
Glazed concrete masonry units 


THE BURNS & RUSSELL COMPANY, Box 6063, Baltimore 31, Maryland 
Manufactured in 27 cities and distributed throughout the U. S., Canada and England 


* 


* Registered trademark for the product of 
THE BURNS & RUSSELL COMPANY 
Box 6063, Baltimore 31, Maryland 


Concrete 
folded plates 
in new 

Florida school 


Folded concrete plates were tied to 
precast columns by welded connec- 
tions. Cast-in-place concrete between 
plates made a continuous rigid roof. 
Columns were anchored to founda- 
tions by bolted connections. 


There are 90 folded plates. Each is 
72' long 9’ wide and 3" thick. Depth 
of plate is 34”. There are 116 precast 
columns. Each is 914” x 915" x 11-0”, 
The total roof area is approximately 
60,000 sq. ft. covering 40 classrooms 
and additional special rooms. 


... FUNCTIONAL, ECONOMICAL, APPEALING 


Precast concrete folded plates gave the State of 
Florida something new in school construction. 
The simplicity of this pleasing geometric concrete 
design made it possible to complete the project in 
the 10 months allowed and to stay within the school 
district budget. The result is a sturdy fireproof 
structure for some 600 pupils, that will require 
little or no maintenance. 


In the manufacture of the precast folded plates and 
supporting columns, Concrete Structures, Inc. 
used Lehigh Early Strength Cement for maximum 
production efficiency. Units were removed and 
forms were ready for reuse in less than half the 
time required with normal cement. 


For modern concrete construction, either precast 
or cast-in-place, chances are Lehigh Early Strength 
Cement can save time and money. 

Lehigh Portland Cement Company, Allentown, Ра, 


Owner: Dade County Board of Public Instruction 
Architects: Robert B. Browne 
George F. Reed, Associate 
Design Engineer: Walter C. Harry 
Consulting Engineer: H. J. Ross Associates 
Contractor: Stobs Brothers Construction Co. 
All of Miami, Florida 
Precast Concrete: Concrete Structures, Inc., North Miami, Florida 


LE HIGH 
CEMENTS 
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Announcing the 
breakthrough in 
Поог tile that 

will shake 

the flooring world... 
now there is 

no “ог equal" 


Turn the page... 
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Through Research...A Technological Triumph... 
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Matico Polymerite’..A New Concept in Floor Tile 


*GREASE RESISTANT...STAIN RESISTANT... 
FLAME RETARDANT...PRICED COMPETITIVELY 


From an intensive program of research and development, Matico 
now proceeds to change all existing concepts of flooring with a tile 
that is years ahead of its time. Matico Polymerite Floor Tile has 
the characteristics of the finest floor tile— all at a remarkably low 
cost! Wears up to twice as long as asphalt tile too! 


This astonishingly low-cost, easily-maintained tile resists grease and 
stain, and is flame-retardant. It has optimum flexibility, maximum 
uniformity, gauge control and appears in 32 vibrantly alive colors, 
every hue of which is under the most rigid technological control. 


Now the sky is the limit on flooring specifications at astonishingly 
ground-level cost. Matico Polymerite Floor Tile finally opens the 
door to superlative flooring for every application. Be sure that you 
get the specifications on Matico's Polymerite Floor Tile right 
away. Your Matico representative can furnish them. Or, write today. 


К, Жыш 


*Matico Polymerite Tile conforms to Fed Spec. SS-T-306b for Asphalt Tile and SS-T-307, Grease 
Resistant, Asphalt Tile; and the flame retardant qualities of Military Specification MIL-T-18830 (Ships). 


MATIC O 


FLOOR TILE 


A QUALITY PRODUCT OF 


RUBEROID' 


The RUBEROID Co., New York 36, N. Y. 
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... WHY IT PAYS YOU 
TO SPECIFY CINCINNATI 
CLOCK AND 

PROGRAM SYSTEMS 


Only Cincinnati Time Recorder offers you all these features. It pays to compare. . . 
but it pays more to specify Cincinnati Clock and Program Systems because you get: 


1. Time Systems covering any group of requirements . . . from basic clock and program 
control through the most exacting control, signalling and communications requirements. 


2. Simplified program setting . . . push a roller on a pin. Both are re-useable and 
require no fools or special skills. 


3. Minute-to-minute programming . . . individually calendared program circuits, with 
single knob control. 


4. Entire system may be controlled or synchronized to exact time from the master unit. 


5. Automatic hourly clock supervision . . . up to 58 minutes slow and 57 minutes fast 
„ . „ plus twice daily supervision with а 12 hour control range. 


6. 12 hour spring reserve power . . . for continuous operation throughout line power 
failure. 


7. Plenty of power . . . controls an unlimited number of secondary clocks. 
8. Engineered simplicity . . . for lower installation cost and minimum service . 


9. Simplified installation . . . surface or flush mounting with exclusive swing-out trunnion 
mounting for easy access. 


10. All switches enclosed (dust and moisture free) snap-action type rated at 15 amps. 
11. Rugged, U.L. Approved Construction . . . for safe, long life. 


12. Nationwide service . . . more than 150 service locations. 


Call your Cincinnati representative for a discussion of your particular application. Or, 
write for our Time Systems Handbook . . . an easy reading guide to good equipment. 


Meee, me Cincinnati пме recor co. 


1738 Central Avenue 
CINCINNATI 14, OHIO 


SINCE 1896 


252 ARCHITECTURAL RECORD March 1961 


Product Reports 


Weather-Stripped Lock 

To solve the problem caused by the 
weather-stripping gap over the lock 
in narrow-stile glass doors, a new 
Maximum Security lock (Model MS 
1851 AW) has been developed which 
has a weather strip permanently af- 
fixed along the outside edge of its 
faceplate. The deep pile stripping 
runs the full length of the lock face, 
as shown above, covering the entire 
lock, including the section from which 
the bolt projects. Adams Rite Manu- 
facturing Co., 540 W. Chevy Chase 
Dr., Glendale 4, Calif. 


k 


Hospital Bed Light 
A new fluorescent hospital bed light 
combines downlight for reading or 
patient examination with uplight for 
soft general room illumination. The 
stainless steel or white enamel units 
come in two or four-foot models, both 
with lighting surfaces shielded by 
Cleartex prismatic plastic panels. A 
two-circuit switch and convenient 
outlet are located at the bottom of 
each unit, within easy reach of pa- 
tient or hospital personnel. Day-Brite 
Lighting, Inc., 6260 N. Broadway, 
St. Louis 15, Mo. 

more products om page 260 


What a dramatic difference! 
Note the richness and beauty 
of Tigaclad wood sample on 
left compared to ordinary 
wood of identical cut and 
species. 


The secret’s in the resin! Here’s a new, invisible 
protective shield for wood doors. A shield that resists scuffs, 
stains, hard wear—and enhances the beauty of the wood it- 
self. It’s called Tigaclad. 

A special thermosetting sheet, impregnated with a unique 
new resin, is bonded by heat and pressure to the door faces. 
The process is dry. The resin actually fuses with the wood, 
becomes part of it. 

Tigaclad meets or exceeds N.E.M.A. standards for decora- 
tive laminates—wear, scrubbing, boiling water, stains, even 
cigarette burns! 

Best of all, Roddis Tigaclad Doors cost less than high pres- 
sure laminated doors! And you get genuine wood veneers, not 
wood grain prints. 


Tigaclad Paneling! You can specify beautiful 
Roddis genuine wood panelings Tigaclad protected, too—in 
all the most popular woods. Send coupon for details on Roddis 
Tigaclad products. 


Roddis 
Tigacla 


Doors 


Weyerhaeuser Company 
Roddis Division 
Marshfield, Wisconsin 


Weyerhaeuser Company 
Roddis Division, Marshfield, Wisconsin 


Please send complete information on Roddis Tigaclad Doors. 


Name 


Company. 


Pt o o 


aa aa State. 
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Narrow-flange 
model for side- 
wall, soffit, or 
sill installation. 


Wide-flange 
model for floor 


With adjustable Horizontal adjustment of air pat- 


of 5° or 15° air deflection—can be tern to right or left is optional in 


cora; installed to deflect air up or down. wide-flange model. 
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eauty plus “brains 


... only Barber-Colman 


continuous-line 


air diffusers have 

the exclusive Uni-Flo 
engineered core that 
provides truly controlled 
air distribution 


"= [| BARBER 
v TI COLMAN 


mation. 


A continuous-line diffuser has to do more than attractively 


cover the air duct opening in a sidewall, soffit, sill, or floor. 
Correct air diffusion involves control of aspiration, pattern, 


direction, and sound. 


The exclusive core design of Barber-Colman Uni-Flo contin- 
uous-line diffusers assures rapid diffusion and high rate of 
aspiration. It eliminates the drafts and discomfort which can 
result from grilles which simply “pour” a stream of air into 
the room. Barber-Colman diffusers are guaranteed to perform 
in accordance with published laboratory performance data 
and to deliver results that meet human comfort requirements. 


The diffusers are available with attractive narrow- or wide- 
flange aluminum frames in anodized or baked enamel finishes. 


Either aluminum or steel cores are available. 


The Model ST narrow-flange model, especially suited to 
under-the-window installations, and Model STW wide-flange 
model for sill, sidewall, soffit, or floor installations are both 
available in 1%” through 6" heights in increments of 14”, 
Model STWA wide-flange diffusers with adjustable core are 
supplied in heights from 2” to 12” in increments of 1”. 


Complete information and prices upon request. Consult your 
Barber-Colman Air Distribution field office or write direct. 


BARBER-COLMAN COMPANY 


Dept. О, 1104 Rock Street, Rockford, Illinoies 
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SPECIFY 


BORROUGHS 


E T LINE 


OF FINE CHECK RACKS 


with the magic "wonder bar" 


presto!.. reverse "wonder bar" and 
you have 2076 extra capacity 


HERE is garment-checking at its very 
best. Borroughs “Century” Check Racks 
offer many outstanding features includ- 
ing the exclusive, suspended “wonder 
bar” which can be used on the reverse 
side, or the top, to increase hanger 
capacities. “Century” Check Racks come 
in a choice of starting units, double-face 
units, add-on units and wall models. 
And Borroughs’ special numbering sys- 
tem adds ease and speed to safe, un- 
cluttered garment-checking. 


send for literature 
See Sweet’s Catalog—23d—BO 


BORROUGHS MANUFACTURING company 


A SUBSIDIARY OF THE AMERICAN METAL PRODUCTS COMPANY OF DETROIT 


3082 NORTH BURDICK ST. ШЕ KALAMAZOO, MICHIGAN 
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walk-ins 


Aluminum or steel sectional construction 


COMPLETE REFRIGERATION 
SYSTEM ON 14” x 46” 
PANEL AVAILABLE 
FOR MANY SIZES 
е Hermetically sealed 

е Ready to operate 


| . . : | 
|| or combinations £ 


Sanitary! Strong! Efficient! You can assemble any size cooler, 
freezer or combination in any shape from standard sections. Add 
sections to increase size as your requirements grow. Easy to dis- 
assemble for relocation. 

ARCHITECTS: see 8 pages of engineering data in Sect. 26/A of 
Sweet's Catalog. 


Bally Case and Cooler, Inc., Ball y, Pa. 
Get details—write Dept. AR #3 for FREE book 


NO. 3-ST 
Y PENKnife 


У • Famous X-acto “Inter- 
changeable Blade" Knife 
Features! Just ''twist the 
chuck" and insert new 
blade. Takes 3 styles of 
blades. 

* So Safe! "SEE-THRU" сар 
reveals the blade. 

e Convenient! Clips to 
pocket. Carry it with you. 

* Easy To Use! As maneu- 
verable as a ball point pen. 
* Always Sharp! Low cost 
X-acto “Refill Blades” keep 
your X-acto always sharp... 
always ready. 

Available at art supply, stationery and hobby stores. 

Write for literature on complete line of knives and blades. 


Actual Size 
5/4" long 


HANDICRAFT TOOLS, INC. 
Division of X-ACTO, INC. 


48-413 Van Dam Street, Long Island City 1, N. Y. 


For Permanent Beauty, 
Strength, Economy 


CREATE TIMELESS BEAUTY 
AT LOW COST with Stainless Steel 


This unique light diffuser is typical of the effective use of 
stainless steels in contemporary architecture. 

The luster of stainless harmoniously contributes to the 
richness and dignity of the unit as well as the surroundings. 
Strength of stainless steel permits design of large and com- 
plicated components without encumbering mass. Hardness 
and unexcelled corrosion resistance of stainless steel assure 
low maintenance and durability of the beauty you create. 
And stainless steel is economically formed by modern fab- 
ricating methods. 

Throughout the buildings you design — for exterior апа 
interior applications, for standard building components or 
custom units — consider the architectural advantages of 
Armco Stainless Steel. Write us for your free copy of “Armco 
Stainless Steels/for Architecture," a design and specification 
manual helpful in making most effective use of stainless at 
least cost. Armco Division, Armco Steel Corporation, 1491 
Curtis Street, Middletown, Ohio. 


( ? - 
ARMCO Armco Division 
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from haughton 


elevonices*.. 


Giffels & Rossetti, Archilects-Engineers Тһе 0. W. Burke Company, General Contractor 


a new concept of convention center elevatoring 


EMBLEM OF 
EXCELLENCE 

IN VERTICAL 
TRANSPORTATION 


for magnificent COBO HALL 


Convention hall elevatoring has its own special problems. And for Detroit’s 
vast new Cobo Hall, where it is said no foreseen convention is too large to handle, 
there were some special special problems. 

Here’s how they were solved by a specialized system of Haughton elec- 
tronically controlled elevators. 

Designers knew that before and after scheduled events, building traffic 
would mean a heavy demand for elevator service between parking areas (base- 
ment, first and roof floors) and second floor. At other times, comparatively 
light traffic could be expected between all floors. 

Five Haughton automatic units were installed. Cars are big—six feet deep 
and eight feet wide. A bank of three serves basement, first, second and roof 
levels. Two cars serve first, second and third floors for lesser traffic needs. All 
units are motivated by an amazing “electronic brain" that anticipates service 
needs and dispatches cars at proper time and in proper sequence. 

The complete reliability of Haughton vertical transportation is thoroughly 
recognized by building professionals and owners. We will be glad to provide 
you with complete information on Haughton design, modernization and mainte- 
nance capabilities. 

ЭУ] Haughton's advanced program in elevator systems research 

and engineering, with specific emphasis on the creative applica- 

from tion of electronic devices and instrumentation for betterment 
of systems design and performance. 


haughton = « » New concepts in 


vertical transportation for buildings of every type 


HAUGHTON ELEVATOR COMPANY » Division of Toledo Scale Corporation, Toledo 9, Ohio 


PASSENGER AND FREIGHT ELEVATORS » ESCALATORS 


offices in principal cities | DUMBWAITERS . SPECIALIZED LIFT EQUIPMENT 


Only the thermostat 
on the wall senses temperature 
the way people do 


The famous Honeywell Round is so sensitive, it reacts 
to changes in temperature before people do—so accurate 
it calls for just the right amount of heating or cooling 
needed to maintain the temperature selected. Conven- 
iently located on the wall, it is easier to read and adjust. 


HONEYWELL INTERNATIONAL 
Sales and service offices in all principal cities of the world. 
Manufacturing in the United States, United Kingdom, 
Canada, Netherlands, Germany, France, Japan 


EE 


GREAT LAKES REGION HEADQUARTERS BUILDING, 
REYNOLDS METALS COMPANY, DETROIT, MICHIGAN 
Architect-Engineer: Minoru Yamasaki & Associates, 
Birmingham, Michigan 


Whatever your temperature control needs, Honeywell can 
satisfy them best, because oz/j Honeywell offers all 
three types of control systems — pneumatic, electric and 
electronic. For details, call your nearest Honeywell 
office. Or write Honeywell, Minneapolis 8, Minnesota. 


"Hut u Coda 


SINCE 1885 
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Say 5 
In any doorway, Kinnear provides an unbeatable 
combination of lower door costs, extra protection 
and higher efficiency. Kinnear’s upward-acting cur- 
tain of interlocking slats (originated by Kinnear!) 
coils compactly above the opening. All space 
around doorways is fully usable at all times. The 
curtain opens completely out of the way, closes to 
give you a rugged all-metal curtain of protection 
against wind, weather, fire, and vandals. 50 years 
and more of continuous, daily, low-maintenance 
service have been recorded for many Kinnear Roll- 
ing Doors. They’re also REGISTERED — all parts 
of every Kinnear door can always be accurately 
duplicated from master details kept permanently in 
fireproof vaults. Get all these Kinnear Rolling Door 
benefits and more; write for this new 1961 catalog. 


The KINNEAR Manufacturing Co. 


FACTORIES: 1860-80 Fields Ave., Columbus 16, Ohio 


1742 Yosemite Ave., San Francisco 24, California 
Offices and Agents in All Principal Cities 
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کے 


Жа 


ng Doors 


and rolling grilles, 
counter shutters 
and fire doors 


Product Reports 


Pipe Railing System 

Connectorail, a complete system of 
wrought aluminum fittings, permits 
economical construction of flush- 
type pipe railings without welds or 
exposed fasteners. Easier assembly 
and greater economy are achieved 
through the elimination of welding 
operations. All components for the 
system are available both for 144-in. 
апа 115-іп. pipe, and are furnished 
with smooth mill finish or etched 
and alumilited. Julius Blum & Co., 
Inc., Carlstadt, N. J. 


Translucent Curtain-Wall Panel 

A prefabricated, translucent, insu- 
lating curtain-wall panel provides U- 
factors ranging from .19 to .26. The 
Condo-lux panels consist of fiber- 
glass reinforced skins with an air- 
insulating core. Ribs in the exterior 
skins are fluted; interior ribs are V- 
type, spaced to match exterior ribs. 
Fiberglass boards are used as struc- 
tural shear members between the 
skins and are bonded to the inner 
surfaces at the ribs. The panels are 
easy to handle and installation is ac- 
complished with simple hand tools. 
They are adaptable to all types of 
building framing and are available 
in a variety of colors. Dresser-Ideco 
Co., 875 Michigan Ave., Columbus 
15, Ohio 


This unit ventilator brings 
air conditioning within reach 
of almost any school budget! 


Schools in every section of the U.S.— more than 
661 of them — are now equipped with Herman 
Nelson HerNel-Cool “now or later” year-round 
air conditioning systems. 

Construction costs for these schools have ranged | 
all the way from $8.00 per sq. ft. to $21.00 per sq. ft. | (| 

For the most part, construction costs in these | 
same areas were as high or higher for schools not 
equipped with Herman Nelson “now or later” 
systems! And now turn the page to see one of the 
many schools equipped with year-round Nelson. 
air conditioning. ; 


samt 1,54 
ep. 


HerNel-Cool 


architectural g. Efficient engineering design. | a 
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Herman Nelson photo-reporter visits air conditioned school in Alton, Illinois 


Parents’ reaction to 
school air conditioning: 
“We love it!” 


Mothers’ Club President 
Gilson Brown Elementary School 
Alton, Illinois 


Gilson Brown Elementary School, Alton, Illinois 
Superintendent of Schools: Dr. J. B. Johnson 
Architects: Keeney & Stolze, Alton, Illinois 


According to Dr. J. B. Johnson, Superintendent of 
Schools (see inset), air conditioning has created a 
better working atmosphere for teachers and students 
at Gilson Brown School. He feels there is less lost 
motion and a much improved learning situation. 

In 1960, before the American Association of School 
Administrators, Dr. Johnson had this to say about 
his experience with school air conditioning: “I have 
reached the following conclusions concerning 
(school) air conditioning in the Midwest: 


1 Teachers and students expend less nervous energy 
in an air conditioned room and are capable of doing 


better academic work. This is not a result of mathe- 
matical calculation, it is a matter of professional 
judgment. 

2 Teachers are capable of doing better teaching. 
There are fewer disciplinary problems. 

3 Student enrollment for summer school has 
doubled. This is a voluntary tuition course. If the 
opinions of the pupils, parents, and teachers are to 
be respected, we may assume that they are confi- 
dent that they can do satisfactory work during the 
summer months.” 


FIRST IN A SERIES: 


How Alton officials measure benefits of 
Herman Nelson air conditioning system 


School officials and parents in Alton, Illinois are 
enthusiastic about school air conditioning. 
They’ve witnessed the encouraging effects of a 
Herman Nelson year-round system on students, 
teachers, and the city’s educational program. 

And now they know that the cost of installing 
and operating air conditioning is greatly mini- 
mized when a school is designed expressly for it. 
The cost of this beautiful, completely air condi- 
tioned school: 32,000 square feet at only $13.51 
per square foot. What’s more, air conditioning, 
heating, and ventilating costs were just $2.17 
per square foot, or less than many “heat only” 
schools in this same area! 

Air conditioning permitted Alton architects 


Keeney and Stolze to plan a more compact 
school with many cost-saving design variations. 
However, design economies didn’t reduce work- 
ing space or detract from its beauty. There are 
13 classrooms, two kindergarten rooms, admin- 
istration suite, health room, counseling room, 
multi-purpose room with stage, four large ce- 
ramic-tiled rest rooms and a teachers’ lounge. 
Exterior finish is brick and ceramic tile facing. 

Gilson Brown School is kept at maximum 
comfort levels throughout the year by a Her- 
man Nelson HerNel-Cool unit ventilator system. 
Classroom air conditioning unit ventilators, 
packaged liquid chiller, and related refrigeration 
equipment are reliable Herman Nelson products. 


Herman Nelson 
SCHOOL AIR SYSTEMS DIVISION 


American Air Filter Company, Inc., Louisville, Kentucky 


“Бог more information on school air conditioning write: Herman Nelson School Air 
Systems Division, American Air Filter Company, Inc., 215 Central Ave., Louisville, Ky. 


"We love it." 


"People now are really proud to say, ‘Thats where my 
child goes to school.” 

These comments were made by Mothers' Club officials at 
the completely air conditioned Gilson Brown Elementary 
School. Sensitive year-round room temperature control 
is provided on a room-by-room basis by Herman Nelson 
HerNel-Cool Unit Ventilators. In the winter, HerNel-Cool 
Units provide heating and fresh-air ventilation as class- 
room conditions require, and in the summer these same 
units provide accurate cooling and humidity control. 


Principal Е. №. Pivoda says air conditioning has 
proved to be a meaningful "fringe" benefit to 
teachers. In fact, several teachers have requested 
transfers to Gilson Brown School. Mr. Pivoda 
also feels that the cleanliness (no dust or stoker 
dirt) is responsible for a “custodianship pride" 
about the school. Even students ask to stay in- 
doors during play periods on warm September 
and October days. Air conditioning permits 
teachers to keep windows closed, thus eliminat- 
ing dirt, odors, and distracting outdoor noises. 
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EFFECTIVE USE 
OF SPACE 
AND TIME 


as practiced 
at VAN KEUREN, 
DAVIS & COMPANY, 


Architects and Engineers, 
Birmingham, Alabama 


The studied utilization of space in the offices 
of Van Keuren, Davis & Co. reflects a concern 
for economy and simplicity of design which 
has been a key factor in the success of this 
noted Birmingham firm. Clients are impressed 
by the smoothly functioning office, which 
relies on its Dodge Reporter to help main- 
tain an efficient communications network so 
necessary to uninterrupted work flow. 

Van Keuren, Davis & Co. considers Dodge 
Reports the most effective and economical 
way of “getting the word around” to contrac- 
tors and suppliers, and are impressed by the 
attention they command throughout the 
industry. н 

Competent bidders are informed at just 
the right time by this daily construction news 
service... helping to eliminate costs of addi- 
tional publicity and extra administrative 
work on the architect's part. Dodge-informed 
salesmen are better prepared to discuss spe- 
cific projects of current interest . . . are often 
able to offer timely suggestions on new prod- 
ucts and services. 

Together with plans and specifications 
filed in Dodge Plan Rooms nearest construc- 
tion sites, the Reports help establish a broader 
bidding and quoting base...expedite contract 
awards, buying decisions and building. 

Van Keuren, Davis & Co. sums up a profit- 
able relationship by saying: “The Dodge 
Reporter is always welcome here”... further 
confirmation that DODGE REPORTS ARE 
A VALUABLE COMMUNICATIONS 
LINK BETWEEN THE ARCHITECT 
AND THOSE WHO SERVE HIM. 


 Raypak 
` hot water 
the all іп. system 


for 


apartment 


HEATING | 


houses 


All three, or any combination of 
two, from a single Raypak money- 
Saving package to meet every hot 
water requirement, 


"LIFELONG" 
INDIRECT 
WATER 
HEATER 
3 z In today’s compact planning, space for major equip- 
LL 3 р ment is at a premium, but now, all your hot water 
И С : heating requirements can eminate from one compact 
package, purchased from one source, with less initial 
cost than a separate water heater, pool heater and 
central heating boiler. 


DOMESTIC 
HOT 
WATER 


T -— 2 1 su е 1 Gas Line instead of 3 е Saves 30% floor space 
! | «ү? - c Î e 1 Vent instead of 3 * Less piping 


* Pool Heater at 1/5 * Less BTU capacity to do 
SWIMMING normal cost the job 


This is why the Raypak “All-In-One” system has re- 

Ж- : _ ceived such enthusiastic welcome among apartment 

UM E { T house owners. It consists of one Raypak boiler, one 

3 | Raypak glass lined 10 year warranty A.S.M.E. Stor- 

f . : | аре Tank, one copper immersion coil for tank and one 

WATER | zB ae - * — | lifelong indirect water heater . . . a single, indirect 
| 4 а - package system. 


HEATING 3 


In addition to outstanding overall economy, the Ray- 
pak package system is unequalled in quality. It in- 
cludes the latest engineering advances, requires less 
maintenance and gives longer life because of its in- 


CENTRAL HEATING direct heating design. 


| | | | MEMBER 7 


| : 
| COMPANY, INC. "V dC" | 
€ Engineers - Manufacturers 
Р.О. BOX 41 • EL MONTE, CALIFORNIA Y B H с 


BETTER HEATING - COOLING COUNCIL : 
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cts: Office of Ernest Jı Kump 


HOW CALLEORNIA REDWO 


А 


"INSTITUTIONAL LOOK” 


For practical as well as esthetic reasons, more and more architects are turning to redwood for public 


T is ass cv CENTER ws buildings. Redwood’s warm, inviting appearance gives no hint of its other exceptional qualities — 


ALL 
Ki DH г - its high insulating value and its indifference to the elements, for example. In this suburban civic 


YOUTH CENTER 
center popular saw-textured redwood is judiciously used both outside and in. 


Write to Dept. A-2 for your copy of “REDWOOD НОМЕ$ Ideas from Architects’ Own Homes.” 


CALIFORNIA REDWOOD ASSOCIATION + 576 SACRAMENTO STREET 


The California Redwood Association coordinates the research, forest management, grading and consumer service activities of these member mills: UNION LUMBER COMPANY 


p 


Th same Certified Kiln Dried redwood pattern In pro vidio insulation against ca/d or 
is used both for exterior siding and handsomely | head feawbod өре inch thick equals 


textured interior walls. ч Concrete 15 inches thick. әй 
( D [^ 
1 


Redwood holds paint or stain Redwood harmonizes 
exceptionally well but is often left completely beautifully with glass, ceramics and aggregate 


unfinished to weather naturally. B products used for accent purposes. 


All the wonderful warmth of WES is best expressed in redwood 


AN FRANCISCO 11 € CRA-TRADEMARKED CERTIFIED KILN DRIED REDWOOD 


IE PACIFIC LUMBER COMPANY • ARCATA REDWOOD СО.» SIMPSON TIMBER COMPANY * WILLITS REDWOOD PRODUCTS COMPANY • GEORGIA-PACIFIC CORP. 


MR. ARCHITECT: 
Add a Valuable Man to Your Staff . . . 


Your Raynor Distributor . . . 
Offers You NATIONWIDE 


Consultation...Installation...Service 


CONSULTATION 


Your Raynor Distributor 
will help you in 

writing specifications, 
providing complete 
details for closing any 
opening, as well as 
assisting in any design, 
mechanical or 
construction 

problem. 


INSTALLATION 


Factory trained 
installation men 
...Craftsmen who are 
specialists in the 
installation of 
overhead type doors, 
assuring lasting 
satisfaction to you 
and your client. 


SERVICE 


A nationwide 
organization that 
works together 

... your guarantee 

of fast, dependable 
service, no matter where 
the location may be. 


. . . Of utmost importance, with RAYNOR 
DOORS, you have a quality product that will 
provide a lifetime of continuous dependability. 


RAYNOR SECTIONAL OVERHEAD TYPE DOORS 
Wood e Aluminum « Steel е Electronic Operators 


RAYNOR MFG. CO. 


Dixon, Illinois Hammonton, New Jersey 


Builders of A Complete Line of Residential, 
Commercial and Industrial Type Doors 
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Office Literature 


Weatherstripping by Zero 

(А.Т.А. 35-P-6) Presents full-size il- 
lustrations, installation details, and 
specifications on Zero line of extruded 
aluminum and bronze weatherstrip- 
ping. 28 pp. Zero Weather Stripping 
Co., Inc., 458 East 136th St., New 
York 54, №. Ү.ж 


Mercury Lamps 

Contains information on light out- 
put, life ratings, and electrical and 
physical characteristics of mercury 
vapor lamps; and describes lamp con- 
struction, designations, color rendi- 
tion and necessary auxiliary equip- 
ment. 28 pp. Lamp Div., Westing- 
house Electric Corp., Bloomfield, 
М. J.* 


Glass for Construction 

(А.Т.А. 26-A) Covers complete line of 
plate and sheet glass, insulating 
glass, and patterned glass for use in 
building. Complete selection and 
specifying information is included. 
32 pp. Libby-Owens-Ford Glass Co., 
811 Madison Ave., Toledo 3, Ohio* 


Rilco Laminated Wood Products 

(А.Т.А. 19-B-3) Gives technical data, 
tables of dimensions, connection de- 
tails and installation photos on such 
laminated wood members as arches, 
beams and purlins, trusses, deck, 
formwork and special products. 20 
pp. Weyerhaeuser Co., Rilco Lami- 
nated Products Div., W-818 First Na- 
tional Bank Bldg., St. Paul 1, Minn.* 


Movable Interior Walls 

(A.I.A. 35-H-6) Brochures on Signa- 
ture and Delineator movable wall sys- 
tems contain complete product details 
and specifications, suggested applica- 
tions and installation photos. E. F. 
Hauserman Co., Advg. Dept., 5711 
Grant Ave., Cleveland 5, Ohio* 


Davidson Architectural Porcelain— 
... the Modern Building Material 
shows examples of decorative uses of 
architectural porcelain, and the spe- 
cial effects obtainable with color, 
surface texture and embossed de- 
signs. 12 pp. Davidson Enamel Prod- 
ucts, Inc., 1104 East Kibby St., Lima, 
Ohio* 
*Additional product information in 
Sweets Architectural File 

more literature on page 274 


AVRO АЫ 


> 
DA OR 


~~ 
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= 
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Completed іп 1951, this Alcoa building was the first іп 
the world to use Adlake reversible aluminum windows. 
Now, ten years later, it stands as a monument to the 
good judgment of the men who insisted on Adlake 
economy of quality. All 2,136 of the Adlake windows sup- 
plied revolve effortlessly. Weather seals are still tight. 
Appearance remains like new in all respects. Cost of 
maintenance—except for routine cleaning—has been nil. 
(Even this expense is small due to the nature of the fene- 
stration.) And, because all window-cleaning has been 
done from inside the building, excessive insurance rates 
for window cleaners have been eliminated. 


To assure economy of quality for your clients, specify 
Adlake. Insist upon Ad/ake. For further information, 
contact your nearby Adlake representative or write The 
Adams and Westlake Company, Department L-2103 
Elkhart, Indiana. 


Ni 


custom windows 
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New general offices of Swanson Brothers in Omaha, Nebraska. Air-conditioned efficiently and economically 
by gas-operated Carrier absorption refrigeration. Architects and Engineers: Leo A. Daly Company. 
Mechanical Contractor: J. J. Hanighen Company. Both of Omaha, Nebraska. 


имп ин 
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Swanson insures 


low operating costs with 
GAS and CARRIER 
absorption refrigeration 


Swanson Brothers — nationally known in the foods 
industry — chose gas-operated Carrier absorption 
refrigeration to air-condition their beautiful new 
general office building in Omaha, Nebraska. 


The basis for their choice was lower operating 
costs, with the unbeatable fuel economy of gas and 
the simplicity and trouble-free operation of the 
Carrier absorption unit. With no major moving 
parts, it quietly and efficiently uses steam from a 
gas-fired boiler to provide chilled water for cooling. 


Carrier has solved the problem of sustained effi- 
ciency at partial loads in absorption cooling. An 
exclusive Carrier solution-capacity-control gives 
partial load efficiency unsurpassed by any other 
type of cooling system. 


You can keep air conditioning costs low and effi- 
ciency high, with gas-operated Carrier absorption 
refrigeration. For details call your local Gas Com- 
pany, or write Carrier Air Conditioning Company, 
Syracuse 1, New York. American Gas Association 


Trouble-free is the word for this 140-ton capacity gas-operated 
Carrier absorption unit at Swanson building. Says Wendell 
Mitchell, Building Engineer, “I really think this system is great. 
All I have to do is check it now and then. Never a bit of trouble.” 
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3 uses on one ТІГІ 22% 
...that’s VERSATILITY! 


EGSCO® Metal Panels with COLORGARD adorn the pictured suburban 
department store in three applications, 


THE ARCHED ANGUEN, attractive in its simplicity is also a low 

жы cost architectural feature because the 
aluminum panels, protected and finished 
with durable, stable Colorgard, are fac- 
: tory-curved to conform to the architect’s 
design. They are quickly erected securely 
- in place, requiring few man-hours. 


THE PENTHOUSE CURTAIN WALLS are EGSCO Shadowall® 
insulated panels with bold, vertical archi- 
tectural lines on the exterior, flat surface 
interior, both finished with Colorgard, in 
colors specified. EGSCO Wall Panels are 
designed for fast, low man-hour erection 
- without visible fasteners or laps to mar 
their inherent architectural beauty. 


THE LOUVERED AIR CONDITIONER SCREEN is formed of 
uninsulated Shadowall Panels, blending 
smoothly with the architectural motif. 
Architects & Engineers: 
Thalheimer & Weitz, Philadephia 


General Contractors: 
McCullough-Howard, Inc., Philadephia 


COLORGARD is baked-on epoxy enamel of superior automobile finish 
quality. It is weather-enduring and color-stabilized. It cleans and retains 
its shimmering newness year after year. If desired in later years, it may 
be repainted with a new color without further priming. EGSCO Panels 
in Colorgard are protected during transit and erection by PEELCOTE 
a strippable plastic coating. 

For complete information see Sweet's Architectural file 3a/Sm, or 
contact the nearest EGSCO оҝсе. 


ELWIN G. SMITH & CO., INC. 


WILLIAMS ST. PITTSBURGH 2, PA. 
Manufacturers of & EGSCO® Metal Wall Products 


BOSTON е СНІСАСО CINCINNATI . CLEVELAND ° DETROIT 


TOLEDO . NEW YORK e PHILADELPHIA ө PITTSBURGH 
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Office Literature 


Geyser Grid System 

(А.Т.А. 17-A) Gives recommended 
design procedure, detail on all prin- 
cipal sections, panel data and speci- 
fications on Geyser Grid System for 
windows and curtain walls. Informa- 
tion on new neoprene gasket sealing 
system is also included. 16 pp. E. K. 
Geyser Co. 915 McArdle Rdwy., 
Pittsburgh 3, Pa.* 


Air Conditioned Schools 

You Can Air Condition Your New 
School—And Cut Building Costs 
compares plans of air conditioned 
and conventional schools; discusses 
costs, advantages and design consid- 
erations. 20 pp. Commercial Div., 
Minneapolis-Honeywell, 2747 8. 
Fourth Ave., Minneapolis 8, Minn.* 


Building Code Requirements 

.. For Reinforced Masonry by 
American Standards Committee A41, 
National Bureau of Standards Hand- 
book 74, includes definitions and re- 
quirements for materials and con- 
struction, structural design and al- 
lowable stresses of reinforced ma- 
sonry columns and walls. 13 рр., 154. 
Supt. of Documents, U. S. Govern- 
ment Printing Office, Washington 25, 
D.C. 


Sound Absorption Coefficients 

. of Architectural Acoustical Ma- 
terials lists data on noise reduction 
coefficients, recommended specifica- 
tion range, surface appearance, size, 
weight, thickness, mounting require- 
ments, flame resistance and light re- 
flection qualities for all acoustical 
materials offered by members of the 
Acoustical Materials Assn., 335 East 
45th St., New York 17, N. Y. 


Waterproof Concealed Flashing 
(A.LA. 7) Describes, and gives de- 
tails, recommended weights and sug- 
gested specifications for Rubberseal 
waterproof concealed flashing made 
of asphalt-coated copper or alumi- 
num sheet. 4 pp. Mitchell Rand Mfg. 
Corp., 51 Murray St., New York 7, 
No Y.* 


Ceramic Tile for Schools 

(A.I.A. 23-A) Color illustrations 
show outstanding exterior and inte- 
rior installations of ceramic tile in 
schools. Booklet 620, 20 pp. American 
Olean Tile Co., Lansdale, Pa.* 
*Additional product information in 
Sweets Architectural File 


E 
Š 
E 

221 


MARS vs MARS _ You need neither 


MARS over another. For whether you pick one of the wood-cased 
lawyer nor judge. Let your own preference decide in favor of one 


Lumographs or one of the Technicos you'll be using the very finest. 


Among the famous imported Mars drafting products are: the Mars-Technico push-button lead holders (with adjustable degree indicator*, with specific degree imprint*, the economy model*); 
Mars-Lumograph drawing leads , 18 degrees, EXB to 9H; Mars-Lumograph drawing pencils*, 19 degrees, EXEXB to 9H; Mars-Duralar pencils and leads for drafting on Mylar®-base drafting film 
—5 special degrees, K1 to K5; Mars-Duralar Technicos with adjustable Duralar degree indicator; Mars-Lumochrom colored drawing pencils, 24 shades. Also: Mars Pocket-Technico for field use; 
Mars pencil and lead sharpeners; Mars Non-Print pencils and leads; Mars-Duralar erasers. Mars products are available at better engineering and drafting material suppliers everywhere. 
€ т М. for duPONT's Polyester film. 


*Shown. 
the pencil thats as good as it looks MAR = 


J.S. STAEDTLER INC. 
HACKENSACK, NEW JERSEY 
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NEWS from Dow Corning 


SILANEAL Reduces Water 


Y = { ^ V % 


Tests Prove: SILANEAL Helps Prevent Leaks 
and Improve Bond Of High Suction Brick 


Both brick test tanks above were built by the same mason, using full head 
and bed joints from the same batch of mortar and the same type of high 
suction rate brick. The only difference: tank at right was built of brick 
which were treated at the brick plant with Silaneal?. Just before the photo 
was snapped, this tank was filled with 8 inches of water. No leakage 
occurred. The other tank developed leaks even as it was being filled. 


Now, look at the photo at right. It shows the same two tanks five minutes 
later. Note how the one built of brick treated with Silaneal still shows 
no sign of water penetration. The one built of untreated brick shows 
severe leakage at the mortar-brick interface. 


Specify 


keeps brick clean j 


Dow Corning 
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Penetration Of Brick Walls 


Why Silaneal 
makes the difference 


A chief cause of leaky brick walls is mortar 
shrinkage which results in minute cracks at 
the interface of the mortar and brick. Rea- 
son for shrinkage: when a high suction 
rate brick is placed on fresh mortar, the 
brick immediately sucks considerable water 
out of the mortar. Thus, the mortar dries 
too quickly and shrinks, leaving а hair- 
line crack. 


Of course, in order for the Silaneal treat- 
ment to һе effective, high quality workman- 
ship in the laying of the brick is a must. 


Silaneal treatment reduces initial water ab- 
sorption of high suction rate brick. By 
applying Silaneal to the bedding surfaces of 
such brick, the brick manufacturer can con- 
trol the suction rate, and thereby eliminate 
this cause of mortar shrinkage. 


Until Silaneal, the recommended method 
for controlling this problem on high suc- 
tion brick was to soak the brick. The diff- 
culty: How long to soak? Too much ab- 
sorbed water causes “floating”. Too little 
absorption is ineffective. The common prac- 
tice of spraying the brick pile also results 
in varying suction rates throughout the 
pile. Only Silaneal assures proper mortar 
hydration with high suction rate brick. 


A better bond, a stronger wall! 


Obviously, without hairline cracks at the 
interface of the mortar and brick, you have 
a better bond . .. a stronger wall. That's 
another good reason for specifying Silaneal 
treatment! 


Other important 
Silaneal features 
€ Keeps brick clean 

€ Minimizes efflorescence 


Ф Speeds construction 


Get full information about Silaneal today. 
Write Department 0815. 


Exhaustive tests, simulating wind-driven rain, have shown re- 
peatedly: No leakage through wall panels built of high suction 
rate brick treated with Silaneal; Serious leakage through hair- 
line mortar cracks in panels built of high suction brick without 
Silaneal treatment. 


UNTREATED SUCTION RATE 
TYPE SUCTION AFTER SILANEAL MILLILITERS WATER LEAKAGE 
BRICK RATE TREATMENT AFTER 400 MINUTES 
Untreated Silaneal Treated 
SOFT MUD f 28,145 0 
EXTRUDED 0 
DRY PRESSED 0 


CORPORATION MIDLAND. MICHIGAN 


branches: ATLANTA BOSTON CHICAGO CLEVELAND DALLAS LOSANGELES NEWYORK WASHINGTON, D. C. 
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RoWAY Doors 


GIVE HOME-GARAGE CONVENIENCE TO COMMERCIAL BUILDINGS 


Raising even a large RoWay Overhead Commer- 
cial Door is virtually as easy as opening a resi- 
dential garage door. This important advantage 
comes from “Power-Metered” springs — a RoWay 
exclusive. Every door is exactly counterbalanced 
with a custom-wound spring, a process made pos- 
sible by RoWay’s all-under-one-roof fabrication 
ШЕПТІ system. Тһе manufacturing of all components in 
e the RoWay plant also assures you of strict quality 

қ f control. Mechanical perfection goes hand in hand 
with the modern proportions of RoWay doors and 

POWER-METERED the durability of lifetime-guaranteed Masonite Dor- 
SPRINGS lux panels. For year ’round functional conven- 
ience, RoWay Doors are completely weathertight 


Rowe springs— both ex- 
tension and torsion — 


are. ees to to seal out snow, rain and dust. Motor operators 
recise counterbalance . 

ile weight af wach door. are available for all RoWay Doors. On your next 
Each spring is fabri- 4 Y - : i к 
td, EA ed industrial or commercial job, put quality into 
tested in the Rowe plant. action with RoWay Overhead Doors. 


SEE OUR CATALOG 

UN werd 
CHITECTURAL 
Е 


ФА wait FOR СӨРТ 


RoWay 


RESIDENTIAL е INDUSTRIAL е COMMERCIAL | ROWE MANUFACTURING COMPANY 


1025 Holton Street е Galesburg, Illinois 
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1 Sylv ja STOP oe Multi-Vent provides you 

l with more than the convenience and economy of combin- 
ing Lighting and Air Distribution in one efficient unit. 
It actually increases the quantity and improves the quality 
of the lighting system. Here's how... 

"Temperature affects the lighting efficiency of a fluo- 
rescent lamp. And the heat that builds up in a conven- 
tional troffer (or in a combination unit that isolates 
lamps from the air flow) reduces the light output of the 
lamps by as much as 20%. This heat build-up also has 
other effects. Tt shortens the life of the ballasts. It also 
affects the phosphors in the lamps, causing some varia- 
tion from their designed color. 

Now look at the illustration of Sylvania's Sylva-Flo 
Troffer using Pyle-National Company's Multi-Vent Sys- 
tem of low-velocity air distribution. As the air passes 
through the fixture, it clings to the sides and flows out 
of the openings into the room area. As this air is 
directed through the fixture, the heat generated by the 
lamps is drawn into the air stream. The removal of 
this heat cools the lamp chamber. 

The cooler temperature within the lamp chamber 
resulting from this heat removal... 

. . . increases the light output of the fluorescent lamps 

as much as 20% (as compared to a troffer without 

air flow or to a combination unit with isolated lamp 
chamber) because the lamps are operating nearer 


How Sylvania’s 


Sylva-Flo Troffer 
with Multi-Vent 


gives you 


e as much as 20% more light output 
e longer ballast life 


* true lamp color 


e reduced maintenance and operating costs 


e superior room air-conditioning 


their peak efficiency. 

. adds appreciably to the life of the ballasts. 
. . . permits the lamps to operate nearer their in- 
tended color. 

In an installation where all fixtures handle air, as 
recommended, these benefits result from both the “‘sup- 
ply" and “return” troffers. 

In addition, the air passing through the “‘return” units 
prevents a large percentage of fixture heat from reaching 
the room area and minimizes dirt collection. In most 
installations, this lowers initial, operating and mainte- 
nance costs. 

Sylvania's Sylva-Flo Troffer using the Multi-Vent Sys- 
tem features a coalescent air stream which brings a 
continual, comfortable, gentle flow of fresh, conditioned 
air down into the occupied area. This low-velocity system 
provides many distinct advantages over other air dis- 
tribution methods. 

Because of these outstanding features, you should in- 
vestigate Sylvania's Sylva-Flo Troffer with Multi-Vent 
fully before specifying. To obtain full detailed informa- 
tion, see your Sylvania representative or write for our 
new 20-page booklet. 


SYLVANIA LIGHTING PRODUCTS 
A Division of SYLVANIA ELECTRIC PRODUCTS INC. 
One 48th Street, Wheeling, West Virginia 


Ф Registered Trade Mark—The Pyle-National Co. 


SYLVANIA 


Subsidiary of GENERAL TELEPHONE & ELECTRONICS 


«ӘЛЕН OW EE FOr RE WoL 
The CADET by 


Choice of 4 Models! 

Corner Cadet (Model 28) pictured above is free standing, 
also available for building-in (28B). Shown at right is 
the Square Cadet (27B) built-in. Also available free 
standing (Model 27). The Cadet line comes in white and 
choice of colors to match other fixtures. 


Note of luxury at low cost: Add a FIAT quality door. 


ES Ka IW! C 


WHEREVER YOU ARE, YOU'RE NEVER FAR FROM ONE OF 5 FIAT FACTORIES 


САБ ты 


Plainview, Long Island Franklin Park, Illinois City of Industry, Calif. Albany, Georgia Orillia, Ontario 


Sold and installed by Plumbing Contractors—Distributed by leading Plumbing Wholesalers everywhere. Write for details. 


FIAT METAL MANUFACTURING CO., 9301 Belmont Avenue, Franklin Park, III. 


Streamlined fountains of 
glistening vitreous china 


in modern color 


The matchless beauty of vitreous china is successfully com- 


bined with functional utility in these streamlined fountains by 
Halsey Taylor. The line is complete, providing a wide range 
of selection in face-mounted and semi-recessed wall types, as 
well as battery models and pedestals. Available in gleaming 
white or in attractive colors to suit your architectural decor. 


The Halsey W. Taylor Co., Warren, Ohio 


ao 

ee \ 

ay P Write for latest catalog, or see Sweet's or the Yellow Pages 
» CA 


you MARK OF LEADERSHIP IDENTIFIES THE MOST 
COMPLETE LINE OF MODERN DRINKING FIXTURES 


261 


Building Components 


What Architects Want 


to Know About Bronze 
continued from page 280 


is not significantly affected by the ac- 
tion of acids used in various coloring 
processes. In La Jolla, California, 
where salt spray and heavy dew com- 
bine to create corrosive conditions 
which equal or exceed those encoun- 
tered in artificial coloring processes, 
test measurements indicate that the 
corrosion rate on copper averages less 
than .00008 in. per year under con- 
stant exposure to the corrosive media. 
Thus, the few hours the patina-pro- 
ducing solution is active would not 
cause a measurable amount of thin- 
ning in the metal. 


17. How long does it take for copper to 
acquire the blue-green patina? 

In seacoast and industrial atmos- 
pheres, copper attains its characteris- 
tic patina in from 5 to 7 years. From 
10 to 12 years is normally required 
for full coloration in rural atmos- 
pheres. In extremely dry atmospheres, 
the patina may take more than 25 
years to develop or it may not develop 
at all. Regardless of the atmosphere, 
the natural patina develops slowest 
on vertical surfaces. 


18. What can be done to restore neg- 
lected bronze to its original appear- 
ance? 

Heavy encrustations of oxide can be 
loosened with a solution of sodium bi- 
sulfate after the metal has been 
washed to remove collected dust and 
grime. The oxide is then removed 
with fine steel wool. A final cleaning 
with metal polish restores the luster. 


19. How about the color of architec- 
tural bronze after about 10 years? 

If allowed to weather naturally 
without periodic “oiling”, architec- 
tural bronze, after about 10 years’ ex- 
posure, will develop the characteristic 
deep gray-green patina associated 
with bronze statuary. 


20. Please compare weathering of 
stainless steel and bronze or red brass. 
All metals, under conditions of exte- 
rior exposure, weather to deeper 
shades. In the case of aluminum and 
stainless they eventually turn deep 
gray or black. Bronze and red brass 
continued on page 290 


Black, L-52 
The true hand-made character of this | 
exclusive development lends itself to 
any desired design concept. | 
The rich, brilliant color is double- 
burned to withstand the elements for 
the life of the structure. It is unique | : 
... and gives wings to imagination. | 
| Dark Red, 1-76 


Orange, L-65 I Gray Green, L-35 


deme Red, L-75 


Turquoise, L-21 


- Light Blue, 1-23 


White, L-10 


A CLAYCRAFT COLORAMICS 


Yellow, L-85 


Sa oe 


WYANDOT SAND MOLD 
CERAMIC GLAZED BRICK 


EVERY BRICK HAS A PERSONALITY 
PERMITS EXPRESSIVE FREEDOM TO ACHIEVE 
TRUE INDIVIDUALITY IN CONTEMPORARY 


> Adres медна; шуы! 


OR TRADITIONAL ARCHITECTURE 


COLORAMICS 


THE CLAYCRAFT COMPANY 
Columbus 16, Ohio 


DISTRIBUTORS IN ALL PRINCIPAL CITIES 


THE PRESCON SYSTEM OF POST-TENSIONING 
FOR PARKING GARAGES PROVIDES DESIGN 
FLEXIBILITY AND ECONOMY 


Houston’s parking problem will be reduced by the Allright, Inc. parking 
garage* (250 car capacity and 3000 sq. ft. of retail space). Using 
poured-in-place, pan type construction; joists аге 1812" deep, maxi- 
mum spans of 5076”, maximum bay width 436”. Slabs covering the 
roof and retail areas are post-tensioned to render them waterproof. 

Parking garages, nation-wide, have used these other types of con: 
struction with the Prescon System of post-tensioning: (1) Lin tees 
with stressed poured-in-place slabs, (2) dia-grid poured in place, (3) 
precast prestressed elements, (4) lift slabs. 


be used in large parking гө with 


Photo of stressing end of a single tee to 
spans of 63” and spaced 28’ apart. 


For job site or yard use with many structure types, the Prescon 
System of post-tensioning offers savings and design flexibility using 
readily available materials. 


Other parking garages using Prescon System: Dalton, Dallas; 
lst Nat'l Motor Bank, Longview, Texas; Major Oil Company, 
downtown, Houston; Beverly Hills, (Calif.); Am. Nat'l Bank, Denver; 
Bd. of Trade, Kansas City; Hollywood Legion Bowling, (Calif.); 
Remington-Rand and Baldwin Chevrolet, Los Angeles. 


*Consulting Engineers: Mullen and Powell, Dallas 
HON Contractor: Spaw-Glass, Inc., Houston 


x THE PRESCON CORPORATION 
eres, corp General Offices: P. 0. Box 4186, TUlip 2-6571, Corpus Christi, Texas 
Branch Offices: Albany, N. Y., Atlanta, Ga., Dallas, Texas, Denver, Colo., 
Los Angeles, Calif. 
Member Prestressed Concrete Institute 


RES 


EVERYTHING YOU WANT 
IN A STEEL ROLLING 


DOOR—BY COOKSON 


" 


n 


" 


RELY ON COOKSON DOORS FOR Ж MORE EFFECTIVE USE OF 
SPACE % EASIER SPECIFICATION AND INSTALLATION 
Ж LOWER MAINTENANCE YEAR-IN, YEAR-OUT * MANY SPE- 
CIAL AND EXCLUSIVE FEATURES FOR BETTER PERFORMANCE 


THE 
Write for (eos coo KSO N 
General COMPANY 


Bulletin 6001. 
Contains detail 
drawings and com- 
plete architectural 
specifications. 


1525 Cortland Avenue, Dept. AR 
San Francisco 10, California 


Sales and Service Representatives 
ж Throughout the U. S. A. 


ALSO FIRE DOORS * WOOD COILING PARTITIONS * COUNTER DOORS * GRILLES 
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FOR SAFER, MORE COMFORTABLE, ENJOYABLE 


NEW"TALK-A-PHONE 
ALL TRANSISTOR 
HOME INTERCOM-RADIO SYSTEM 


Everyone in the family will enjoy the comfort, convenience, and pease 
of mind this system provides. From any room in the house you can. 

» Listen-in on baby, children, or sick room. 

* Answer outside doors without opening door to strangers. 

* Talk to anyone—upstairs and downstairs, inside and out. 

* Enjoy radio in every room with the simple flick-of-a-switch. 
Distinctively styled. Beautifully finished in richly blended gold, polished 


and satin silver tones. Easily installed in any home. Built-in and 
surface-mounted models available. Write for complete information. 


World Honored for Style, Quality, and Dependability, 


TALK-A-PHONE СО. 
Dept.AR-3 5013 М. Kedzie Ave., Chicago 25, Illinois 


А.А. 
File Мо. 
31-i-51 


SU-WALL 


I conduction up to 63% 
through aluminum curtain wall grid section 


EM ТТІ : y 


em A EL L MERECE. p 
: co Has. Iset — MEN R^ 


А; 


Е. Т. Barnette Elementary School ІМ FAIRBANKS, ALASKA 
Architect: Gray, Rogers, Graham & Osborne 


Now, exclusively from MARMET Corporation ...a new aluminum curtain wall system 
containing a hidden thermal barrier between exterior and interior wall metal. Indepen- 
dent laboratory tests prove it cuts thermal conduction through the metal by up to 6395! 
'The special insulator material is permanently bonded (with an epoxy resin) and pinned 
into the mullion and sash extrusions... providing identically fast erection methods to 
MARMET 6442-43 grid panel (non-insulated) series on the job site. INSU-WALL re- 
quires no tedious and costly sub-component assembly on the building. In this respect 
there is no comparable insulated curtain wall on the market today! 


And now at last, aluminum's lightness and permanence of finish are adapted to the 
severest winter's cold and the most searing summer's heat. INSU-WALL has a lower 
U factor .408 than 1” insulated glass. We quote from “Весһег-Норре” (consulting 


Cross section showing mul- engineer's) test report: “...any attempt to increase the insulating value of the curtain 
lion with fixed lite to left wall (Insu-Wall) would have to include an improvement of the insulating value of the 
[etin calce Окы! glass and banding” . . . The tests showed that condensation and frost will form on the 
mal insulator in extrusions. insulated glass before forming on the metal! THEREFORE, Insu-Wall can be used in 


connection with one inch insulated glass with complete assurance that if condensation and 
frost are not a problem on the glass, they will be no problem on the curtain wall metal. 


Four Key advantages in INSU-WALL 


Reduces heat loss through curtain wall metal in severe winter cold. Because 
| the condensation problem does not exist with Insu-Wall, perimeter heating 
may be replaced with.less expensive systems. 
Licks the problem of condensation forming on interior curtain wall metal... 
with attendant possible damage to plaster, wall paneling, carpeting, drapes 
<> and furnishings. 
Reduces air conditioning load by preventing heat transfer into building through 
4 sun heated curtain wall framing in warm climates or summer temperatures. 


Requires no added installation time or added assembly labor on the site. 


INSU-WALL’s many advantages in performance, design features, erection methods and 
types of building application are so extensive, that space does not allow fully covering 
them here. We strongly suggest you send the convenient coupon below for full informa- 
tion, including the independent laboratory test report. 


MAKES ALUMINUM CURTAIN WALL PRACTICAL IN ALL THERMAL PROBLEM AREAS 


^2 ШЕШ 


AIR CONDITIONED OFFICES HUMID CAFETERIAS and RESTAURANTS SCHOOLS and COLLEGES INDOOR SWIMMING POOLS 


Heat transfer into cool inside air is mini- By minimizing temperature differentials be- School heating costs can be reduced by re- In many cases, the esthetic effects of day- 
mized as temperatures build up in the sun tween aluminum surfaces and humid inside ducing the heat loss thru curtain wall used lighted, curtain walled, swimming pools 
on large expanses of curtain wall metal. air, INSU-WALL eliminates the condensation in school stairwells, entrance areas and can be maintained without frost or heavy 


problem arising from steam tables and corridor passages as well us classrooms. condensation, 
adjacent kitchen areas. 


CORPORATION е — ------------- 
Ы i is. for full to MARMET Corporation 
300-C Bellis Street, Wausau, Wis | Pe whee ущ 300-H Bellis St.’ Wausau; Wis. 
For «ионыг He qe р = | оп Please send me full information on INSU-WALL 
complete line o products— 
consult Sweet's Catalog File No. 3a INSU-WALL Name 
or write to MARMET for catalog. Mar | MAIL Address. .. 


Town .. 


| TODAY Stále cuc 


NEW 


ДРОМ 


TH 


ehalkboards | 


JOHNS-MANVILLE 


Colorlith 


New chalkboard idea booklet shows advanced classroon 


Your imagination can lead to exciting new ideas in classroom design 
when you use J-M Colorlith chalkboard. This versatile and unusual 
asbestos-cement material makes possible many novel construction 
features...such as partitions, doors, wardrobe panels, movable 
storage units, convertible and easel-reversible units. Yet for all its 
structural strength and integral color, J-M Colorlith costs less than 
other quality boards! 

The three regular Colorlith shades—Cyprus Green, Cameo Brown 
and Charcoal Gray—have been supplemented with deep, warm J-M 
Spruce Green. This new blue-green chalkboard is high in visual con- 
trast with a desired reflectance factor of 15%. And, for use as a still 
or motion picture screen, you can specify Colorlith in Projection 
White. Panels in all colors are 4’ x 8’, light in weight, easy to handle 


STRONG, 

DURABLE PANELS IN 
FOUR INTEGRAL COLORS 
PROVIDE SMOOTH 
WRITING SURFACE AND 
HIGH VISUAL CONTRAST 
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-Sbown here are excerpts from "New Directions in Chalk- Detailed schematics show how Colorlith can be installed with 
boards," a colorful, 16-page brochure containing many exciting ог without trim, combined with tackboard, using snap-on chalk 
chalkboard designs especially created for Johns-Manville by trays, and in many other ways. Just fill out the coupon 
Peter Schladermundt Associates, noted industrial designers. below for your free copy of this instructive brochure. 


ns made possible by J-M COLORLITH® 


and install. No special wall treatment is required. [CUM Xs ыг 
Colorlith offers good “tooth” without “drag,” so chalk glides Johns-Manville 

smoothly over the surface in a full, unbroken line of greater intensity. жез 16, N.Y. 

Colorlith chalkboards are easy to clean, and because their background санан шк TM дун IN. 

is clear and dark, erasure leaves no “ghosts.” Boards require по 295A, “New Directions іп Chalk- 

chalking-in. In any of its colors, Colorlith meets “American Standard ue 

Practice for Schools" reflectance recommendations of AIA and the Name 

Illuminating Engineering Society. For details mail coupon. In Can- Firm 

ada, address Canadian Johns-Manville, Ltd., Port Credit, Ontario. 


Cable address: Johnmanvil. 
` p MR „йш 


onns MANVILLE 


JOHNS-MANVILLE JM |^7"— —*——— 
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Street. 
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NEW. 


Spun Aluminum 


Direct and V- Belt Drive 
Centriflow Fan Ventilators 


direct drive 
spun units 


25 BASIC selections of tip speeds 
and capacities in direct drive models. 
64 BASIC selections of tip speeds 
and capacities in V-belt drive 
models. 


CAPACITIES from 65 to 27,648 
CFM. 


HORSEPOWER ratings from 1/60 
to 7%. 

SIZES from 6” through 48” wheel 
diameters. 

STATIC PRESSURE range from О” 
through 1” W.G. (Higher static pres- 
sures on application). 

LOW PROFILE heavy gauge spun 
aluminum housings. 


For institutions and other 
structures where a high 
capacity, low contour 
ventilator is required. 


V-belt drive 
spun units 


NON-OVERLOADING backward 
curved, non-sparking aluminum fan 
wheels. 

ADJUSTABLE SHEAVES on V- 
belt units to change capacities at 
anytime. 

DAMPERS available in drop-in 
sleeve type, automatic back-draft or 
motor operated. 

BURT DESIGNED for minimum 
noise levels. 

AMCA CERTIFIED capacity ratings 
for units of 16” wheel diameter and 
larger. 


[| | Send for FREE Data Book! 


Write for Centriflow Data Book SPV-12C-160 and Burt 
Data Book SPV-101-H which supplies quick data on 
Burt’s complete line of modern Roof Ventilators. 


FAN & GRAVITY VENTILATORS « LOUVERS • SHEET METAL SPECIALTIES 


The ІН Manufacturing Company 
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48 E. South St. 


AKRON, 11, OHIO 


MEMBER AIR MOVING & CONDITIONING ASSOCIATION, INC. 
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Building Components 


What Architects Want 


to Know About Bronze 
continued from page 282 


also deepen in color upon weathering, 
going successively from a chocolate 
brown to a deep brown to black, but 
the final color is the gray-green patina 
which rises out of the black phase. 


21. Will a statuary finish on exposed 
bronze keep its color without frequent 
“oiling” ? 

Yes. In fact a yearly oiling— 
well rubbed on and then vigorously 
rubbed off—will retain the color quite 
well. The yearly oilings should be in- 
terspersed with periodic washings 
with a solution of “‘Soilax” or similar 
household cleaner and water to re- 
move accumulated dust and dirt. 


22. How can the matwral color of 
bronze be retained in outdoor applica- 
tions? 

The natural color of bronze can best 
be maintained under exterior condi- 
tions by the application of a clear or- 
ganic coating. Either natural or syn- 
thetic resins may be used, although 
synthetic resins predominate. Be- 
cause only small items such as hard- 
ware lend themselves to baking, most 
clear organic coatings for architec- 
tural applications are of the air-dry 
type. The acrylics and the butyrates 
are two families of synthetic resins 
which have proved reasonably durable 
when applied as clear coatings, but at 
present even the best clear organic 
coatings must be stripped and reap- 
plied periodically on all exterior 
bronze work in order to maintain a 
bright finish. 


23. Is there a possibility that the col- 
ors of standard alloys made by dif- 
ferent manufacturers might vary? 

The possibility is quite remote that 
the basic color of standard alloys of 
the same composition produced by dif- 
ferent manufacturers would differ. 
This is not to say that the finished 
metal made by one manufacturer will 
match other makes in color since op- 
erations such as pickling and cleaning 
may vary. Conceivably, metal from 
one mill might require either more or 
less finishing in the fabricator’s shop 
in order to achieve a close color match 
with metal of the same alloy obtained 
from a different source. 


From over-all concept, to heating, to air 
conditioning, to furniture, even to desk sets 
and ash trays, Skidmore, Owings & Merrill 
were responsible for the total design of 
this new L-O-F building. 

Now a dominant structure in the city 
of Toledo, this glass-sheathed building is 
both functional and beautiful. Every detail 
harmonizes with its surroundings, and with 
the whole. Interior textures are coordi- 
nated, and colors blend with and comple- 
ment each other. Over 2,000 gallons of 
Pratt & Lambert paints were used, includ- 
ing Lyt-all Flowing Flat, Vitralite Enamel 
Eggshell and Vapex Wall Primer. 


For complete information on profes- 
21 sional-level color planning services by 
Executive dining room— walls decorated experienced P & L representatives, write: 
with Lyt-all Flowing Flat. Pratt & Lambert Architectural Service 
Department, 3301 38th Avenue, Long  — Low-angle exterior view. 
Island City 1, N. Y.; 4900 S. Kilbourn : 
Ave., Chicago 32, Ш.; 75 Tonawanda St., 
Buffalo 7, М. Y.; 254 Courtwright St., 
Fort Erie, Ontario. 


NEW YORK * BUFFALO * CHICAGO * FORT ERIE, ONTARIO 


A ais 016 


NOW...a true natural-fissured acoustical tile 
for 2-hour fire-rated ceiling assembly 


. NEW FISSURED PROTECTONE* 
MINERAL FIBER TILE 
А CELOTEX EXCLUSIVE 


Bringing you all the traditional beauty 
and authentic character that only natural 
travertine fissuring provides. 


Not too bold, not too delicate...new 
Celotex PROTECTONE* Mineral Fiber Tile 
offers unusual design opportunities for 
architects seeking distinctive near-monolithic 
travertine appearance and high sound 
absorption (NRC .80) for ceilings requiring 
2-hour fire-rated assembly. 


Call your Acousti-Celotex distributor 
for samples, specifications, 

expert Ceiling Consultation Service. 
He's listed in the Yellow Pages. 


* Trademark 
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Natural fissured PROTECTONE* Mineral Fiber 
Tile. Butt edge, 12" x 12", kerfed for concealed 
H & T suspension system. One of the family 
of Celotex fire-rated acoustical products. 


Acoust/-CELOTEX 


REGISTERED и 5 PAT OFF 


SOUND CONDITIONING PRODUCTS 


The Celotex Corporation, 120 S. La Salle St., Chicago 3, III. 


FLAME RESISTANCE: Meets 
Іп Canada: Dominion Sound Equipments, Limited, Montreal, Que; 


requirements of Fed. Spec. 
SS-A-118b, Class A (incombustihle). 
Two-hour fire-rated assembly. 


" you get QUALITY... plus! 


The Record Reports 


CIRCULAR BANK 
FEATURES 
PLASTIC ROOF 


қа ن‎ 
SASS CONES 


а m = —-——— Ы S 
For the Home... 


r Conference Room 


The quality projection screen 
that is fully automatic... operates 
electrically at the touch of a switch! 


to specify — backed by the world's lead- 
ing manufacturer of projection screens. 


Жет” 


New technical bulletin gives details on instal- 
lation and operation of electrically operated 
Da-Lite projection screens. 


Touch the switch—and a ceiling panel 
lowers to permit the projection screen 
to roll quietly into position ready for 
use! Touch the same switch—and the 
screen returns to its concealed position 
out-of-sight until needed again! This is 
without a doubt the ultimate in quality 
projection screens. Famous Da-Lite 
White Magic Glass Beaded screen 
surface permits projection of pictures 
with sharp definition, colors appear at 
their very best. Completely assembled 
ready for fast, simplified installation. 
A quality product you will not hesitate 


e. 9? 
Da-Lite 


SCREEN COMPANY, INC., WARSAW, INDIANA 
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The drive-in Union National Bank 
in Little Rock, Arkansas was com- 
pleted last year. Its circular design 
was predicated by convenience to 
banking customers and the most ef- 
fective use of available land. Archi- 
tects were Ginocchio-Cromwell & 
Associates of Little Rock. 

The bank’s roof is made of rein- 
forced translucent flat plastic panels, 
with a thickness of .060 in. and 
weighing eight ounces per sq ft. 
The roofing rests on two by two 
wood strips that radiate outward 
from the center and rest on five in. 
I-beams. These beams are supported 
by one in. diameter cables strung 
from a compression ring which is 85 
feet in diameter. The concrete com- 
pression ring, supported on eight 


reinforced concrete columns, is 36 
in. wide with a maximum depth of 
12 in. Concrete in ring develops 5000 
pounds per sq in. 


МИ 


17 LLL 


The roof drains through the cen- 
ter. The floor is of structural rein- 
forced concrete. 

The cost of the entire drive-in 
facility was about $52,000. Site work 
and flooring accounted for $22,300; 
construction above the grade, for 
$29,600. 

General contractor was E. E. Arm- 
brust of North Little Rock, Ark. 

more news on page 298 


—a “first” 
in the standard industry. Cut- 
away shows this new jet-age 
material—sandwiched, perman- 
ently bonded to both steel sur- 
faces. 


Vision lights and glass panels 


in great variety. 


Standard preparation for the 
greatest variety of hardware 
2.. Standard cut out for cylin- 
drical, mortise, unit and inte- 
gra-locks . . . Your own choice 
of hardware, panic devices, con- 
cealed closures, trim and finish. 
Frames prepared for Universal 
Strike (ASA) to receive variety 
of locks. 


Louvres- four types available: 
Air Conditioning, Fixed Slat, 
Adjustable Slat, Stamped. 


Bonderized and prime painted. 
May be color matched with a 
durable baked enamel finish. A 
handsome wood grain finish also 
available. 


Steelcraft's pre- 
engineered compo- 
nents permit literal- 
ly thousands of de- 
sign variations in 


v standard METAL DOORS 


distributors through- 
out the U.S. can pre- 


pare these sidelight 
and transom frames ( ) n Over 4,000 door lypes, styles and sizes 
for daily delivery. ,.,over 7,000 frame variations 


Now you can have complete versatility in standard metal doors . . . and 
frame variety to match. For Steelcraft offers the broadest line in the indus- 
try. Rugged, handsome doors—flush, exceptionally sound deadened, and 
with “billiard table" flatness due to their unique honeycomb core that tests 
prove to be superior to girder type construction. Quality at low cost, too— 
for Steelcraft’s standardization and modern-flow assembly make possible 
passed-on production economies. Get the full story today on why more and 
more architects specify Steelcraft. Valuable brochure on request. 


The Steelcraft Mfg. Company 
9017 Blue Ash Road, Cincinnati 42, Ohio 


Please send me the Steelcraft brochure on the most 


І complete line of standard steel doors and frames іп 
NAME. 


THE STEELCRAFT MANUFACTURING COMPANY 
9017 Blue Ash Road, Cincinnati 42, Ohio 
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Creativity unlimited 
with LUPTON aluminum 
curtain walls! 


Countless are the ways you can 
achieve the modern, airy look in 
high-rise apartments with LUPTON 
aluminum curtain walls . . . a look 
that spells much easier rentability. 


The combinations of materials and 
colors tax the imagination— glass or 
metal panels ... a wide range of 
window styles... any color you 
want. In addition, LUPTON alu- 
minum curtain walls team up beau- 
tifully with brick, stone, or concrete. 
On the other hand, they're eye- 
catching when used alone. 


There’s a down-to-business side, 
too. LUPTON aluminum curtain 
walls are low in initial cost. Require 
virtually no maintenance. Provide 
better thermal insulation than 
masonry. Two metal skins of each 
panel create a built-in vapor barrier. 


In many cases, you can set rental 
dates earlier, because cold weather 
doesn’t interfere with the quick, easy 


installation of LUPTON aluminum 
curtain walls. 


The single responsibility for fit and 
installation rests with LUPTON 
alone. Our years of experience with 
curtain walls and windows assure 
you of complete dependability. 


Little wonder that the trend nation- 
wide is to LUPTON aluminum cur- 
tain walls. For example, in Kansas 
City alone, 4 out of 5 new high-rise 
apartment buildings have turned 
to LUPTON. Another example is 
New York’s Manhattan Island, 
where you can scarcely take a walk 
without passing a LUPTON alu- 
minum curtain-walled building. 
Other examples can be found 
throughout the country. 


You'll find the LUPTON Curtain 
Wall and Window catalog in Sweet’s 
(Sections 3 and 17). Then, talk with 
your local LUPTON man, or write 
to us for details. 


OTHER LUPTON PRODUCTS 


- 


THAT MAY SOLVE PROBLEMS FOR YOU ARE: 


E 


E 


Comfort Conditioning.* 'LUPTON air-to-air 
heat pump, electrically operated, puts a 
personalized cooling, heating, and ventilat- 
ing system in the curtain wall...year 'round 
comfort with individual temperature control. 

*Trade-Mark 


V R 
Engineered Windows. LUPTON “Master” 
windows in double-hung, projected or case- 
ment types—used in curtain walls or equally 
well in masonry construction. Weatherstrip- 
ping optional for all types. 


LUPTON 


MICHAEL FLYNN MANUFACTURING CO. 


Main Office and Plant: 700 East Godfrey Avenue, Philadelphia 24, Pa. West Coast Office 
and Plant: City of Industry (Los Angeles County), California. SALES OFFICES. Stockton, 
California; Chicago, Illinois; New York City; Cincinnati, Ohio; Cleveland , Ohio; Dallas, 
Texas. Representatives in other principal cities. 
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Quality Hill Apartment Building, Kansas City, Mo. 


Architect: Kivett & Myers & McCallum, Kansas City, Mo. Contractor: Winn-Senter Construction Co., Kansas City, Mo. 
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The Record Reports 


L.A.A. Convention Panel Examines Architects Education 


The responsibilities of architects, 
schools and licensing boards in the 
education of architects was the sub- 
ject of the featured two-hour panel 
discussion at the recent Louisiana 
Architects Association convention 
in Baton Rouge. 

Some 200 architects and wives at- 
tended the convention—one of the 
“first steps” taken by the organiza- 
tion since the new full-time state of- 


fice in Baton Rouge was set up by 
the L.A.A. last August. 

Panel moderator was Buford L. 
Pickens, Director of Planning at 
Washington University, St. Louis. 
Panel members were Dean Samuel 
T. Hurst of Auburn University; 
Dean John W. Lawrence of Tulane; 
Seymour Van Os of Shreveport, sec- 
retary of the State Board of Archi- 
tectural Examiners; and O. J. Baker, 


This is the back of Haws 
drinking fountain model 10F 


[ook at the Back 
for a change! 


From the front Model 10F is a beauty in colorful fiberglass — but it is 
HAWS unseen quality that truly backs it up. Careful craftsmanship is from 
the inside out! This dual-bubbler model, heat and pressure laminated with 
reinforced fiberglass, has hidden features: exclusive flow controls, vandal 


proof accessories, easy-to-use wall hangers and overall strength. 


And let's PAGE n 


As the passer-by sees it, Haws Model 10F 
has all the styling distinction that 

makes HAWS the unanimous 
choice for beauty. 


Specification sheets will be sent 
on request —or write for the 


complete HAWS 1961 Catalog. Y 


DRINKING FOUNTAINS 


a product of 
HAWS DRINKING FAUCET COMPANY 
1441 Fourth Street — Berkeley 10, California 

Export Dept: 19 Columbus Ave., San Francisco 11, California 


Since 1909 
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head of L.S.U. Architectural School. 

Dean Hurst began with a broad 
look at architectural education, ask- 
ing if education could rise to its 
challenge of increased enrollment, 
higher costs and new developments. 
He named the A.ILA., the Associa- 
tion of Collegiate Schools of Archi- 
tecture, the National Architectural 
Accrediting Board and the National 
Council of Architectural Registra- 
tion Boards as agencies interested in 
the advancement of architectural 
education in the United States. 

Discussing the architectural pro- 
gram at L.S.U. Mr. Baker said the 
architectural engineering plan es- 
tablished 11 years ago had evolved 
into a strictly architectural program 
with a five-year curriculum. Future 
plans include a graduate school and 
a separate school of architecture in 
lieu of a department of architecture 
in the school of engineering. 

Dean Lawrence covered the pro- 
gram at Tulane, the state's only pri- 
vate non-tax-supported institution 
offering architecture. He said pri- 
vate universities are increasing en- 
rollment while taking a smaller but 
more select percentage of the col- 
lege population, and due to strict 
entrance requirements, Tulane more 
and more draws on the nation as a 
whole for its students and faculty. 

Mr. Van Os, discussing the role of 
the N.C.A.R.B. in the development of 
architects, cited the group's spon- 
sorship of annual exams given stu- 
dents with diplomas from accredited 
schools. 

Mr. Pickens surmised that the ad- 
dition of required practical experi- 
ence, in the school curriculum or fol- 
lowing graduation would probably 
increase the percentage of appli- 
cants passing the exam (now be- 
tween 30 and 32 per cent), but more 
important give the newly licensed 
architect a better-rounded educa- 
tion before he begins his practice. 

He emphasized that even if state 
laws were changed to require practi- 
cal experience, N.C.A.R.B. exams 
should not be thought of as the last 
hurdle. Practitioners should con- 
tinue to do research and to further 
the education of younger architects 
in their offices. Then architectural 
Schools and practitioners would be 
mutually helpful. 

The 11th Annual Gulf States Re- 
gional Conference will be held in 
Louisiana in the fall of 1961. 

more news on page 303 


built to out-do nature 
IN FUNCTION, BEAUTY AND DURABILITY 


Gamuda AIR 


GRAV LT Y 


VENTILATORS - 


created in Fiberglass 


WORLD'S LEADING 
MANUFACTURERS OF 
MOLDED FIBERGLASS 
VENTILATORS 


WILLIAMS- 


OTHER FINE 
PRODUCTS BY 
WILLIAMS- 
BERMUDA 
Bermuda-AIR 


Molded Fiberglass 
Monitor 


Bermuda-AIR 
Power Ventilators 


Bermuda-AIR 
Continuous Ridge 
Ventilators 


BERMUDA 


CORPORATION 


Bermuda-AIR 
Hexagon Ventilators 


FEATURING 


A new low profile molded fiberglass ventilator 
which can withstand extremes of cold, heat, 
moisture, fumes and corrosion—all that nature 
can conjure up. The one ventilator that exceeds 
all specifications for beauty and longevity. 
Within the Bermuda-AIR's low profile is the 
value of sound deadening as well as locked-in 
color that requires no maintenance, 


APPLICATIONS 


Perfect for the replacement of goose necks or 
louvered devices on the roof. Does away with 
unsightly extensions: which are out of rapport 
with architectural design. 


PATENT PENDING 


Provides contemporary outside air intakes for 
heating, ventilating or air conditioning units. 
Well designed for inlet or outlet ducts contain- 
ing fans or outside air intakes for unit heaters. 
Also, for use in positive pressure areas for 
straight intake or pressure relief. 
ACCESSORIES 

The Bermuda-AIR Ventilator is available with 
a complete list of accessories, such as: Bird 
Screen, (PRD) Pressure Relief Damper, (FD) 
Fire Damper, (MVCD) Motor Operated Volume 
Control Damper, and (MOBVD) Motor Operated 
Opposed Blade Volume Dampers. 


12 


architect-preferred 
colors available 


FOR ADDITIONAL INFORMATION: Contact the Williams-Bermuda Corporation, 310 North Normandie Avenue, Los Angeles 4, 
California. Representatives in all principal cities. 
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INDUSTRIAL 
ARCHITECTURE 


An analysis of international building practice 


JAMES F. MUNCE 


ELEWEEEEREE EERE 
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DODGE BOOKS, F. W. Dodge Corporation 
119 W. 40th Street, New York 18, N. Y. 


Send me....copies of Industrial Architecture @ $14.75 each. After ten 
days I will either remit the price plus a few cents postage, or return the 


book without cost or obligation. 


[] Check enclosed. Same return privilege; Dodge pays postage. 


ТҮПТҮЗ 


Now available—A Searching Study of the New 
Requirements of Successful Industrial Building Design 


INDUSTRIAL 
ARCHITECTURE 


An Analysis of International Building Practice 


— 


x PECECEEENEEEECE] З 


Ьу James F. Мипсе 


232 pages, 9% х 1214" 
over 250 photographs 
and line drawings 


$14.75 


Here is a stimulating analysis of the basic principles 
and newest developments in factory design in the United 
States, Great Britain, and Germany. Written by an ex- 
perienced practicing architect, the text considers every 
aspect of industrial architecture: functions and needs; 
utilities, services and structural elements; physical ap- 
pearance; location. Striking sketches and photographs 
of the best work by leading industrial architects and 
engineers add to the book’s value. 

Emphasizing changing trends and their implications 
for the future, the author devotes one entire chapter to 
automation, and another to industrial parks. In other 
chapters he discusses in detail the requirements of heavy 
industry, light industry, the process industries, and the 
utility industries. Specific sections on structure, materi- 
als, and design techniques include The Fabric of the 
Factory, Factory Services, Fire Protection, and Factory 
Heating and Ventilation. 

INDUSTRIAL ARCHITECTURE covers the history 
of industrial building design, the present, and the future. 
It clearly shows the importance of the architect and out- 
lines the essential knowledge and approach necessary 
for every type of factory design. 

Architects, engineers, contractors doing industrial 
work, and businessmen concerned with the planning 
and construction of new plants, will find this book an 
invaluable aid in planning industrial buildings that will 
not become outdated. Those interested in overseas 
expansion will profit especially from its 
analyses of European standards. 


ORDER YOUR COPY 
ON APPROVAL 


To order this new book, just fill in the 
coupon and mail it to us. We'll send your 
copy right away on ten-day free trial. 


MAIL COUPON TODAY | 


pee E e ды За HTC КАЙЫ. 5.52) 


LIGHT SHIELDING LOUVERS 


MAKE THE DIFFERENCE 


in future lighting standards--available today! 


INSTALLED AND MAINTAINED BY STEEL 
CITY FLUORESCENT, CHICAGO, ILLINOIS 


IBM DATACENTER — CHICAGO. ILLINOIS 


American's New 55? deep-cell styrene louver diffusers installed in IBM 
DATACENTER, CHICAGO, ILLINOIS — The deep-cell V2" high 
louvers provide better shielding from the light source, with optimum effi- 
ciency — higher lighting levels with exceptional unexcelled glare-free low 
brightness, comfort and appearance. The 55? angle shielding of uniform 
light distribution is the proven louver for today's and tomorrow's recom- 
mended higher lighting levels. 


Louvers available in translucent white and a wide range of colors for use 
in individual fixtures, modular units and large areas of illumination. They 
may be cut, grooved or sized to meet the Architect, Designer or Fixture 
Manufacturers’ most exacting requirements. Cell size 296," x 25%4” x 
V5" high. 


Exclusive process by American Louver Company 
U.S.A. Patent No. 2,566,817 U.S.A. Patent No. 2,607,455 
Canadian Patent No. 484,346 Canadian Patent No. 497,047 


Engineers are available in your area to help with your lighting problems — or write 
American Louver Company direct: Consultants to the lighting industry since 1939. 


an louver compa 
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THE DONLEY BROTHERS COMPANY 
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Y The world’s finest apartment 


buildings feature Donley completely 


BROTHERS 


13972 Miles Avenue 
Cleveland 5, Ohio 


automatic incineration! 


The joy of entertaining and everyday living is never dampened by 
moist messy garbage when a Donley incinerator is on duty 24 hours 
a day. Completely automatic features give new significance to the 
old cliche, “ооё of sight—out of mind". Donley takes over the 
moment the push door glides shut. Frequent hot fires are timed to 
burn 5 minutes every half hour. The problem of disposing of large 
accumulations of refuse due to infrequent or once-a-day burning is 
solved. Small fires with Donley automatic burners result in less 
smoke, less fly ash, less maintenance, and virtual elimination of 
neighborhood air pollution complaints. Complete drawings and 
construction details are available for your use. Specify the model 
to fit your requirements from a detailed incinerator selection chart. 


FOR COMPLETE DETAILS FILL IN AND SEND COUPON ON NEXT PAGE 
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Fill in and mail 


For model 
information 
and complete 
construction 
details on 


Incinerators ... 


CHECK YOUR 
REQUIREMENTS 
FOR 
INCINERATOR 
SELECTOR 

ыы CHART 


HEOK NuMBER OP ROOMS 1 


10200-DB 


CHECK NUMBER OF ROOMS 


Li pur 


UP TO 18 18 -40 40-80 


Er) set] 


80-120 120-160 160-300 


Please send me а complete set of drawings, 
specifications and construction details for 


| 
І 
l 
l 
the apartments checked above. | 
І 
І 
І 
І 
І 


МАМ 


COMPANY. 
STREET. 
СТУ — AONE STATE 


THE Dovey BROTHERS CO. 


Е Miles Avenue • Cleveland 5, Ohio 


The Record Reports 


Loeb Center Gets Sculpture 
By Nakian at N.Y.U. 


To grace the 45-by-28 ft brick sur- 
face of the Eisner and Lubin Audi- 
torium of New York University’s 
Loeb Student Center on Washington 
Square is this sculpture by Reuben 
Nakian. It was commissioned by 
New York University and selected 
among five commissioned models 
submitted by American sculptors. 


The Nakian design was chosen by 
a committee composed of chairman, 
Professor Howard S. Conant, head 
of NYU's art education depart- 
ment; Max Abramovitz, the build- 
ing's architect; Mrs. Alan Kempner, 
Loeb Student Center donor; Profes- 
sor Craig H. Smyth, director of 
NYU's Institute of Fine Arts; Dr. 
Robert J. Goldwater, professor of 
fine arts at NYU; and Professor 
Horst W. Janson, chairman of the 
department of fine arts at the Uni- 
versitys Washington Square Col- 
lege of Arts and Science. 

Commenting on the choice, Pro- 
fessor Conant said, “New York Uni- 
versity’s decision to commission a 
leading sculptor to design a major 
work of art for its campus is one of 
the most professionally gratifying 
experiences of my college teaching 
career. To me it is a tangible and 
resounding endorsement of the vital 
role a modern university should 
play in shaping, rather than reflect- 
ing, contemporary civilization." 

Sculptor Nakian says the inspir- 
ation for his design came both from 
his conception of the nature of a 
university and from the building's 
location across the street from 
Washington Square Park. “I con- 
ceive of the university as a nest," 
he says. “Тһе student are fledglings, 
and once they are educated and civ- 
ilized they fly away. Education is 
the freeing of the spirit." 

more news on page 310 


Adulterate: 

To make impure 

КУД by admixture of other 

or baser ingredients; 

corrupt. 
Sta-Crete doesn’t -- Sta-Crete ships 

unadulterated epoxy formulations 

for your concrete job. Always specify 

Sta-Crete to solve concrete bonding 


problems. 


Sta-Crete — 


е Bonds concrete 

to concrete 
* Waterproofs 
е Resurfaces 


е Decorates 


Start dating now — 


the Sta-Crete datebook 


is reserved for you. 


STA-CRETE Inc., 
115 New Montgomery, 


San Francisco 5, California 


Name 
Address 
City 

State 
Position 
Company 


Phone 


Dealer Inquiries Invited. 


ARCHITECTURAL RECORD March 1961 303 


New Product | 


TRUSCON 


of the IMonth 


ALUMINUM TOP-HUNG INSWING WINDOW WITH SILL VENTILATOR ALUMINUM TOP-HUNG INSWING WINDOW 


TRUSCON STEEL DOORS AND FRAMES AND ALUMINUM DOORS complement the beauty and design of your 
residential, multistoried, and monumental buildings. Truscon Steel Doors can be prepared for panic exit 
hardware, door closers, double-door combinations. Full line carried in warehouse stocks to meet tightest 
building schedules. Offer your clients the best doors in quality at lowest industry prices. For interiors, select 
Truscon's Folding Doors, Truscon Series 57 and Series 50 Hollow Metal Doors and Frames. For exterior 
applications, choose the Truscon Series 57. For special applications, recommend Truscon's newest—the Truscon 
Aluminum Sliding Patio Door. Send coupon for complete information. 


TRUSCON TRU-DIAMOND METAL LATH AND 
ACCESSORIES provide the basis for the 
finest plaster wall construction — sound 
deadened, fire resistant, vermin proof. 
Easy to work and shape for arch, stairway, 
and column structure. Write for information. 


ALUMINUM TOP-HUNG INSWING WINDOWS 


designed for multistoried air conditioned buildings 


Truscon Aluminum Top-Hung Inswing Windows, Series 900-TH, and Vertically 
Pivoted Aluminum Windows, Series 55-A, are specifically designed for use in 
multistoried air conditioned buildings. Double vinyl weatherstripping around the 
entire perimeter assures a tight seal to hold controlled air in, keep weather out. 

Another big advantage of this window is that both sides of the glass may be 
washed from the inside without interfering with blinds, drapes, or curtains. Window 
swings in from concealed hinges at the top. Removable stay bar provides safe, 
positive lock in a 40° open position. Special locking key restricts operation to 
authorized personnel only. 

Highest quality construction features throughout. Etched and lacquered finish 
provides a clean, smooth appearance, lasting beauty. Available in wide range of 
sizes and fixed side light designs. Economically priced. 

To learn more about the advantages of Truscon’s Aluminum Windows for air 
conditioned buildings—see details and specifications in Sweet’s Architectural File 
3d/TR. Or, send coupon below. 


VERTICALLY PIVOTED ALUMINUM WINDOWS 


WITH TRANSOM UNIT 


VERTICALLY PIVOTED WINDOW ...OPEN VERTICALLY PIVOTED WINDOW...CLOSED WITH HOPPER VENT AND HOPPER VENT 


TRUSCON "O-T" OPEN TRUSS” STEEL JOISTS, are designed to meet your building R E Р 9 В L | С 6 Т Е E L 


design ideas. Straight-bottom chord carries to spandrels and columns. 


Economically extended end design. Designed in balance with all other од Wa 7A 2, 27 7 А 7727] 
structural elements. Cold formed steel sections not only make an exceptionally 2 / e 7 = = 
strong joist, but also add a pleasing appearance. In accordance with the ard, 5226. Жоо “а 


Steel Joist Institute, Truscon is making this new joist designed to 20,000 psi 
working stress. Send coupon for additional information. (иШ 


REPUBLIC STEEL CORPORATION 

DEPT. AR-1500 

1441 REPUBLIC BUILDING * CLEVELAND 1, OHIO 

Please send more information on the following products: 
O Truscon Aluminum Top-Hung Inswing Windows 

П Truscon Aluminum Vertically Pivoted Windows 

O Classic Louver Folding Door О Series 57 Doors 
O Series 50 Doors Г] Aluminum Sliding Patio Doors 
О Truscon Tru-Diamond Metal Lath and Accessories 

О Truscon "O-T" Open Truss Steel Joists 


Name. Title 

Firm ides 
Address 

(Citys x 00 ا‎ n e d ste 


State. 


KITCHEN 
BACKSPLASH 
AREAS 


OF 
SOLID COPPER 
7. STAINLESS STEEL 
ы COPPER GLAZE 
| BRUSHED ALUMINUM 
OR 
BRASS GLAZE 


BATHROOMS 


IN COLORFUL 
CERAMIC ON 
ALUMINUM 
OR 
ENAMEL ON 
ALUMINUM 


NC е FULLY GUARANTEED 
* NATIONALLY DISTRIBUTED 
© SELF-MERCHANDISERS 
* POINT-OF-PURCHASE DISPLAYS 

@ PROMOTIONAL LITERATURE 
* ATTRACTIVE PACKAGING 
* HIGH CONSUMER ACCEPTANCE 


Write for our complete catalogue 


= VIKON 


TILE CORPORATION 


| WASHINGTON, NEW JERSEY 


CONNOR'S "LAYTITE; 
EDGE GRAIN 

UP TO 50% LESS EXPANSION 

IN THE USE OF EDGE GRAIN 


(According to Forest Products Laboratory) 


USE “LAYTITE” EDGE GRAIN FOR: 


yy LESS EXPANSION AND CONTRACTION 
yy MORE YEARS OF HARD WEAR 

yy LIGHTER AND MORE UNIFORM COLOR 
ТТ LESS DIFFICULTY IN HUMID AREAS 

yy AVOID BUCKLING AND WARPING 


AVAILABLE IN REZILL-CUSH* SYSTEM— 
“CONTINUOUS STRIP"—REGULAR STRIP 


See SWEET'S FILE Specs. #13J/CO. 


CONNOR LUMBER AND LAND CO. 


PHONE VI 2-2091 
P. О. BOX 810-G e WAUSAU, WISCONSIN 


(B U. S. PAT. OFF. *TRADEMARK 
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EXAMINATIONS PROVE: 


A. 0. Smith glass-protected stacks are 
dollar sound... last up to 3 to 5 
times longer than unlined steel types 


Build client satisfaction 
by specifying a smoke- 
stack that is immune to 
corrosion regardless of ex- 
cess condensate. 

“ Installs easily with no 
need for special equip- 
ment or highly skilled 
workmen 

Is lightweight — lower 
foundation costs 
Requires little mainte- 
nance—glass can’t rust 


Now available in 8 harmoniz- 
ing colors. Write for new 4- 
color bulletin No. 210, 


Through research б +» G better way 
е е 


СОО: тО Ау. ӨСІМ 
SMOKESTACK SALES 
ATOMIC & PROCESS 
EQUIPMENT DIVISION 

Р.О. Box 584, Milwaukee 1, Wis. 


lighting is part of your design 
examine 


MOE 


LAG MT 


RECESSED LIGHTING 


ROUND RECESSED 
Fifteen different types. With glass or 
open trim. Small apertures, louvered, 
deep baffle and directional beam. 


When recessed lighting is part of your 


design, look to MOE Light, because 
MOE Light has a recessed fixture for 
every type of commercial application. 
They are skillfully made with more 
outstanding engineered features than 
any other line... Frame within a 
Frame, Push Latch, Full Reflector, 
Fastest Installation . . . they're 
completely functional . . . and their 
adaptability gives you unlimited 
scope in imaginative installations. 


There's a MOE Light sales engineer 
ready now to consult with you... ask 
him to call. Let him show you the 
broadest line in the market today 
...the line that can be your 

one dependable source for 

all your recessed lighting needs. 


SEE SWEET'S 1961 ARCHITECTURAL FILE FOR COMPLETE SPECIFICATIONS 


RECTANGULAR RECESSED 
60 to 100 watts. Incandescent or 
fluorescent. Variety of trim and glass. 


SQUARE RECESSED 
60 to 300 watts. Variety of trim and 
glass. Featuring ''frame within a 
frame'' design... eliminates light 
leaks. 


FREE! NEW TECHNICAL CATALOG 
Specifications, coefficient and candle power tables, 
section and plan views, trim details. Complete tech- 
nical data on the entire new line. B... 
THOMAS INDUSTRIES INC. 

Moe Light Division, Dept. МА R-3 
207 E. Broadway, Louisville 2, Ky. "Y 
» 


Please have your sales engineer call. | 
Please send me your new free catalog | 
of MOE Light Recessed Fixtures. 


Name___. 


// 


77 THOMAS 


m= INDUSTRIES INC. 
MOE LIGHT DIVISION 
207 East Broadway, Louisville 2, Ky. 


К 


Firm 


Address. 
The World's Largest Single Source of Lighting for Home, Industry and Commerce, City 
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DAVID EGGERS 
OTHER PARINERS 


David Eggers, of the New York architectural firm of Eggers and Higgins 
says: “In our daily design and specifying functions, we are constantl 
dependent on up-to-date manufacturers' eatalogs to help us select build 
ing materials. We at Eggers and Higgins regard the Sweet's Files in ou 
office as our silent partners, because of the invaluable service they per 
form in meeting the basic catalog needs of all the members of our firm. 


The real credit for the completeness and usefulness of the Sweet's File 
in your office belongs to the manufacturers who make their catalog 
instantly accessible in the File. They have earned your consideration 


SWEET'S CATALOG SERVICE, DIVISION OF F. W. DODGE CORPORATION, 119 WEST 40TH STREET, NEW YORK 18, NEW YORI 


ADAPTABLE 


^». 0 


CURVED Lo o e 


... PITCHED 


...апа po s 2 | 2% E Sx 21” d 


Type Roofs 


Versatility is one of the most important advantages of Bestwall 
Poured-in-Place Gypsum Roof Decks. They can be used on curved, pitched, 
warped, saw-tooth and other types of irregular roofs as well as flat decks. 


Many different types of form boards can be Welded sub-purlins and the reinforced Best- 

used to provide additional fire protection, wall "Metro-Mix" gypsum slab add rigidity 

sound conditioning and thermal insulation to the primary framing steel on which they 

qualities when required. bear and will provide uplift resistance. 
FIREPROOF GY P S U M 


Ardmore, Pennsylvania 
Plants and offices throughout the United States 


BUILDING PRODUCTS 
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The Record Reports 


continued from page 303 


Scale of U. S. Housing 
Impresses Japanese Visitors 


To gather information on ways and 
means of developing new communi- 
ties and improving living conditions 
in existing areas in their country, a 
group of twelve Japanese housing 
officials recently visited the United 
States for six weeks. 

The visitors consulted with Fed- 
eral and local officials of housing 


An 

architects 
dream... 

a plumbers 
nightmare 


THE 
ANSWER: 


Solve this problem before it 
starts: design sufficient space 
for the WADE Carrier-Fittings 
and include space for the ducts, 
tubing and pipes required for 
plumbing, heating, air condi- 
tioning, ventilating services. 
This saves time, materials and 
labor. Maintenance costs are 
reduced. 


Write for WADE Carrier-Fittings 
Dimensional Standards Charts. 


CARRIER-FITTINGS 


WADE MANUFACTURING CO. 


agencies and organizations, plan- 
ning commissions, financing organ- 
izations, and various other private 
groups associated with housing and 
city and regional planning in a pro- 
gram sponsored by the International 
Cooperation Administration and 
planned by H.H.F.A.’s Office of In- 
ternational Housing headed by as- 
sistant administrator, Dan R. Ha- 
mady. 

Although a more conclusive report 


Oa HOT WATER CIRCULATING 


lax Ж BRANCH VENT HEADER 
Ow HOT WATER SUPPLY 


i 


(О)-<-- COLD WATER SUPPLY 


ДУ 
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on the tour is to come, two prelimi- 
nary reports have been published. 
They reveal some of the interesting 
first impressions of the Japanese 
team. 

Pointing up the differences be- 
tween the two countries in the basic 
factors on which housing programs 
are based, they remarked that the 
accumulation of capital is much 
larger in the U.S. than in Japan, 
making the amount of investment 
for housing projects out of compari- 
son, but accounting for the longer 
terms of loans and lower interest 
rates here. They felt we have less 
technical difficulties іп building 
homes since Japan must contend 
with earthquake hazards. And they 
agreed that in the U.S., Federal, 
State and city governments exten- 
sively and positively implement a 
policy to promote housing projects. 

The Japanese were impressed with 
the gigantic scale in which a great 
number of housing and community 
development projects are being built; 
the democratic methods of approach 
in implementing projects; the U.S., 
spending more than half of the gross 
national investment on building pri- 
vate homes; the great amount of 
available land here; the elasticity of 
city or regional planning, despite its 
being both practical and concrete; 
active government participation in 
city and regional planning; the vari- 
ety of projects in urban renewal 
tailored to the needs of different ci- 
ties; the various types of effective 
home credit; and the activities of 
home builders, real estate apprais- 
ers, and title and trust companies. 

The Japanese team believed that 
while in the U.S., rent determination 
of public housing units was based on 
the applicant’s ability to pay, in Ja- 
pan such a criterion would “produce 
marked inferiority complex in the 
minds of tenants." 


New Visitors Committee 
Aids Foreign Engineers 


Following a survey which disclosed 
that foreign engineers on tour of 
this country have long lamented 
their inability to see anything in 
New York other than the Empire 
State Building or the United Nations, 
the Metropolitan Section of the 
American Society of Civil Engineers 

continued on page 318 


HAS ADDED VERSATILITY — 


TO MODERN FLOOR AND 
ROOF CONSTRUCTION 


*joist-ol’o-gy, n. (As Webster should have defined 
it) The art or science of designing and building more 
economical structures through the use of open web 
steel joists. 


Architects and engineers have found that steel joists have given 
them practically a free hand in the design and construction of 
today's buildings. These lightweight, space-saving structural mem- 
bers have been adapted to virtually every size and style of build- 
ing, whether it's one story or twenty, ultra-modern or ultra- 
conservative. 


Steel joists have done more than provide high-strength support 
for floors and roofs. They lend themselves so handily,' and so 
economically, to the incorporation of overhung roofs, cornices, 
balconies and other architectural embellishments into building 
design. 

With material costs and erection time figuring so prominently in 


construction plans these days, steel joists still offer the practical 
answer to the need for economical, versatile, easy-to-handle 


structural materials. 6007 
0 TT і 
r * Steel 
VUI © 


Another in a series of advertisements placed in the public interest by the 
STEEL Joist Institute. DuPont Circle Bldg., Washington 6, D.C. 
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William B. Tabler, Architect, New York. Contractor: Turner Construction Co. 
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PPG Glass in new Pittsburgh Hilton 


The new Pittsburgh Hilton Hotel is one of the most outstanding buildings 
in Pittsburgh’s Renaissance Program. Located at the point of the Golden 
Triangle, it is the first building that bursts into view when you enter the 
downtown area from the west. 

The striking appearance was obtained by using glass from PPG. The 
window glass is PPG PENNVERNON® GRAYLITE™ 61, a glare-reducing heavy 
sheet glass that shuts out about 26% of the sun’s heat. Because of the 
neutral gray tint the outdoor colors remain true. The opaque areas, which 
you only notice by looking closely, are Charcoal Gray SPANDRELITE®. This 
is a heat-strengthened glass with ceramic color fused on the back. The color 
lasts. SPANDRELITE comes in 18 colors or the custom color of your choice. Its 
shade doesn’t vary from panel to panel and it can be matched years later. 

In the main lobby, large panes of PPG SoLARGRAY? Polished Plate Glass 
give a wide-open view allowing plenty of light to come through. SOLARGRAY 
reduces the sun’s glare. It absorbs about 50% of the sun’s heat. 

The main and private dining rooms are kept warmer in the winter and 
cooler in the summer by 1” SOLARGRAY TWINDOW®. These TWINDOW units 
аге metal edged, with two panes of PPG Plate Glass enclosing a 15” sealed 
air space. Store front areas are glazed with Polished Plate Glass for clear, 
true vision, and HIGH-FIDELITY® Mirrors, made of twin-ground Pittsburgh 
Plate Glass, are used throughout the building. 

Your Pittsburgh Plate Glass architectural representative will give you 
specific data on any of these products. Or check the Pittsburgh Glass Prod- 
ucts Catalog in Sweet’s. 


Picture window in every 
room with PENNVERNON 
GRAYLITEto control sun's 
heat and glare. 


Open view with year 'round comfort 
and freedom from glare is provided 
in the dining areas by PPG SOLAR- 
GRAY TWINDOW Insulating Glass. 


Glamour in glass. Pittsburgh 
HIGH-FIDELITY® Mirrors add 
a touch of luxury throughout 
the hotel. 


pese 
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Pittsburgh Plate Glass Company 


® Paints * Glass * Chemicals * Fiber Glass 


In Canada: Canadian Pittsburgh Industries Limited 


G 
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This spacious 30-story New York City 
luxury apartment contains over 900 
non-overflow Case one-piece water closets. 
"Another user example: 300 Beacon, 

Boston, Mass., featured in this issue." 


The Finest Fixture You Can Specify... 
Case One-Piece Water Closets 


The new Model 3000 wall-hung Case one-piece closet provides 
the same unique operating features and time-tested fittings as 
other Case floor models. Case “E-Z” mount carriers make possible 
an easy and quick installation in any type of construction. 


Only Case one-piece water closets offer positive protection 
against overflow of the bowl, plus quiet flushing and positive per- 
formance. All models are available in glistening white and 45 colors 
that correspond to or complement fixtures of other manufacturers. 


The New Whitney—22" x 18"— 
one of eight built-in 
Case lavatories 


The Wellington Vanity 
with. wrought iron legs— 
32" x 24", 27" x 22", 24" x 20" Ш 


Send for catalog and color chip chart of the 
distinctive Case vitreous china line, including 
Water Closets, built-in Lavatories, Urinals 
and Drinking Fountains. 


CASE MANUFACTURING 


Division of Ogden Corporation 
1044 Pine Street * Robinson, lllinois 


SINCE 1853 
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Open up walls to new beauty with 
totally new HAND-PRINTED SCENICS vo- " 
by 
о 
Bia. 
Volume III you'll find dozens of ways to bring ar T 
new scope and charm to interior walls. Excitingly 


fresh designs have been created by highly talented and accomplished 
artists . ... many of them established leaders in Scenic design. 

Produced in permanent polyvinyl colors, this scenic collection is 
durable and washable. Soil, stains, grease come off in a jiffy with soap 
and water. 

Produced on wet strength paper, Birge Scenics can be applied with- 
out damage from finger marks, paste stains, puckering or stretching. 

Write for your copy of the handy new, completely detailed Birge 
Scenic folder . . . or ask your Birge distributor. 


THE BIRGE COMPANY, INC., Dept. AR-3, Buffalo, N. Y. 


Here are the most scenic scenics your 
clients have ever viewed. In totally new 


"Advanced Design” 


0 PNEUMATIC 
AIRPLAC *PLACING EQUIPMENT 
Gives You 


FREEDom oF DESIGN 


Whether wet or dry gunning a thin mono- 
lithic shell or putting yards of concrete 
in difficult-to-get-to pours, Airplaco has a Се 
complete line of "Advanced Design" 
pneumatic placing and positive pumping 
equipment to give you complete freedom 
of design—and action! Already proved in 
thousands of applications, in all types of 
construction where concrete is used, Air- 
placo methods are highly flexible ways 
of conveying and placing concrete at low 
cost. 


A FREE SERVICE. Airplaco's Field 


Engineers are available at anytime for 


consultation. Write for complete technical 


data, or when you have a specific problem. Wet Gun & 
Grout Pump 


WORLD'S LEADING MANUFACTURER CF ADVANCFD DESIGN PNEUMATIC PLACING EQUIPMENT 


AIR 

PLACEMENT 

RPLACQ EQUIPMENT 
COMPANY 


1013A W. 25th St. * Kansas City 8, Mo. беле 


ЕРІП Ж 2 
REESE 


Y al 


e Prod Saw o AE WAY Mis УУЛ ШЕШ LAG, 


И Age 


For outstanding 


wall performance . . . 


MASONRY CEMENT 


Bring out the best in your wall designs. Specify mortar made with masonry cement. Pre- 
cision-made, masonry cement encourages good workmanship. It takes the guesswork out of making mortar 
as specified, makes tighter joints with uniform color and good bond strength. Simplifies and speeds work 
because everything except sand and water is delivered іп one bag . . . and no special skills are needed for 
mixing. Masonry cement has excellent workability and high water retentivity thus assuring good wall per- 
formance. More and more architects are specifying mortar made with masonry cement for use with the 


newer forms of concrete masonry, as well as brick, tile, stone and glass. 


PORTLAND CEMENT ASSOCIATION... А national organization to 
improve and extend the uses of portland cement and concrete 


watch 
for 


Conerate Тоді HORIZON HOMES Program 


ARCHITECTURAL RECORD March 1961 315 


PHOTOGRAPHS BY WARREN BALLARD 


“How can you afford Terrazzo classroom floors like these?” ask visiting schoolmen. 


The answer: Manpower-and-maintenance savings. 
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Most officials and architects connected 
with school construction agree on the 
desirability of Terrazzo for classrooms as well 
as for corridors and lobbies. Some, 

however, overly concerned with first cost, 


specify other kinds of flooring. 


The experience of Henrico County proves the 
value of looking to ultimate cost as the major 
criterion. As Mr. J. Henley Walker, 

architect for the 30-classroom Maybury 
Elementary, and Fairfield Junior High says, 
“Our monolithic Terrazzo floors cost more 
initially—about 30¢ a sq. ft. more. Our 
determination was that reduced maintenance 
costs would pay for Terrazzo in five years. 
The facts are that Terrazzo floors have paid for 
themselves in less than two years—and 

have permitted manpower reductions of one 
man each in the three junior high schools 

built on the campus plan. Savings in the smaller 


elementary schools have been comparable.” 


Further proof of maintenance economy comes 
from Mr. George R. Grubbs, custodial 
supervisor for Henrico schools. He notes, 
“Men can now do one-third more work 

on campus school Terrazzo floors (than on 
resilient floors in conventional schools). 

We have eliminated a night man in each 
campus junior high because of the 

new floors. We damp mop Terrazzo twice a 
week, sweep daily. We use plain water or 

a neutral cleaner, scrub only once a year. Wax 
for resilient floors costs $200 annually, plus 
application and removal costs. Materials for 


Terrazzo maintenance are a negligible item.” 


Terrazzo satisfies the most demanding 
requirements. Specify it—for classroom, 
corridor, walls, stairs, wainscots. Savings 
multiply, appearance and stamina remain 
constant. Free АТА kit upon request. Field 
representatives available for consultation. 


Catalogued in Sweet’s. 


Member Producers’ Council 

THE NATIONAL TERRAZZO 
AND MOSAIC ASSOCIATION 
2000 K Street, N.W., Washington 6, D. C. 


Terrazzo withstands heavy traffic in li- 
brary areas. Retains gleaming beauty— 
is easy and economical to maintain. 


Terrazzo classroom floors like these (left) 
are used in 14 schools in the Henrico 
County, Virginia school system. The num- 
ber is being expanded as new schools 
are built. 


Laboratories (below), as well as class- 
rooms, benefit from Terrazzo floors. 


Terrazzo floors are clean and sanitary. 
All told, there are approximately 834,000 
sq. ft. of Terrazzo in the Henrico County 
schools with more to come. 
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The Record Reports 


continued from page 310 


has recently organized an “Епрі- 
neering Visitors Committee.” 

The committee will act as a central 
referral service to arrange trips to 
local projects. “Its services,” says 
Michael N. Salgo, the section’s presi- 
dent, ‘‘are available without charge 
as a professional courtesy to fellow 
engineers, for it is one of the basic 
tenets of the A.S.C.E. that today’s 
experiences and achievements һе 
made available to other engineers 


and to future generations.” 

Through the new  committee's 
chairman, A. Edward Dembitz, ar- 
rangements can be made to inspect 
projects which include waterfront 
facilities, concrete plants, subways, 
waste treatment plants, tunnels, 
complex foundation work, and air- 
ports. 

For the present the committee 
confines its activities to arranging 
for tours and visits. An engineering 
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FOR STORAGE? 


Now you can make molehills out of 
mountainous storage problems! The 
answer is Erecta-Shelf. Erecta-Shelf's 
steel rod construction has been load 
tested to 1,000 pounds per shelf. It 
offers lightning-fast assembly without 
special tools, nuts or bolts. Erecta- 
Shelf units may be added back to 
back, end to end or one atop another. 
Space between shelves is adjustable. 
Available floor mounted, wall mounted, 
ог on casters. Unlimited uses at a 
limited price. Variety of sizes. Fits any 
floor plan. 

Get storage problems off your mind 
— find out about Erecta-Shelf today. 


Write for free catalog! 


The Seal of Sanitation Quality! 


ERECTA SHELF 


A quality product of METROPOLITAN WIRE GOODS CORP. 


N. Washington St. and George Ave. 
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е Wilkes-Barre, 


Available chrome plated or stainless steel 


Pa. 


representative of the project to be 
visited will act as host. Eventually 
the committee plans to expand its 
services to furnish bilingual volun- 
teer guides from the rolls of the 
Metropolitan Section. 

Through the survey have come 
useful clues as to the habits, inter- 
ests, and categories of visitors. Em- 
bassies, public agencies, and maga- 
zine editors who were queried say 
that foreign engineers come to the 
New York area in increasing num- 
bers. India, Japan, Italy, Russia, 
England, and South and Central 
America are well represented. Most 
of the men—for women engineers 
are as rare abroad as they are here— 
come singly or in small groups, rath- 
er than in large delegations. Few 
bring their families; the trips are 
strictly business. Whether their des- 
tination be Waco or Washington, 
however, they seldom leave the coun- 
iry without pausing in Manhattan. 

In any case, the Engineering Vis- 
iting Committee will provide one 
more means of facilitating the ex- 
change between nations of non-mili- 
tary technical information—much of 
it vital to the improvement of gen- 
eralliving conditions. 

A “Visitors Committee" has been 
a part of the New York Chapter of 
the American Institute of Architects 
for several years. Possibly the future 
will see the A.I.A. and the A.S.C.E. 
joined in this valuable project. 


Public Library Gets $1000 
From Colorado Architects 


The Colorado State Board of Exam- 
iners of Architects has appropriated 
$1000 for the Denver Public Li- 
brary's purchase of technical books 
in the field of architectural design. 
The books will be placed in the Art 
and Musie Department of the main 
library. 

The funds for the gift, according 
to Eugene D. Sternberg, president of 
the Board of Examiners, came pri- 
marily from renewal fees of archi- 
tects practicing in Colorado. This 
use by the Board of Architects of 
surplus funds is permitted under 
state law, and similar gifts have 
been made to the Denver Public Li- 
brary in the past. 

more news on page 326 


Weis enamel is 
applied electrostatically ы. 
іп а dust-free atmosphere. he 


Whirling electrostatic atomizers apply 
prime and finish coats at an exact, 
uniform thickness over the entire area. 
Panels move by conveyor through a 
controlled atmosphere, air filtered paint 
department. This insures a continuous 
smooth film, unbroken by dust or 
foreign particles which absorb moisture 
T and promote rust. Infrared heat gives 
| — panels a uniformly hard, durable finish. 


One of more than twelve 
certified reasons why 
Weis compartments are 
Specified in America's 
finest buildings. 

A convincing reason why... 


у ~ 


ram ттлт. = 


Weis belongs where 
toilet compartments really take a beating 


A 
Bird Key Yacht Club, Sarasota, Florida 
Architect— Kannenberg & Hanebuth, 
Sarasota, Florida 
Builder — Meyer-Evans, Inc., Sarasota, Florida Ї 


SPECIFY 
In a signed, printed Certificate Weis clearly "spells out" 


Prefabricated, ! E the application and quality of finish used on baked 


Prefinished 
Products for the 
Building Industry 
Toilet Compartments 
Cabinet Showers 


enamel compartments. The promise behind this certifi- 
cation assures years of lustrous beauty and lasting pro- 
tection. A finish that withstands constant usage, constant 
cleaning — even the continuous attack of moisture in hot, humid, 


Office Partitions © 5 = " s s 
HENRY WEIS MFG. CO. oceanside climates. The Weis Certification will be sent upon request. 
Elkhart, Indiana 


If advance cost planning is a part of your 
architectural problem, then this book and its 
supplement service “Building Costs” should be 
part of your “Kit of Tools.” Here is a service 
program that has been helping architects and builders 
develop costs of proposed projects for more than 
a quarter of a century. 


YOU CAN FIGURE 


BUILDING COSTS 
Quickly and Accurately 


For laymen or experts, the. most 
comprehensive and quick method yet published, 
over 100,000 individual unit costs, more 

than 300 buildings with hundreds of variations, all 
easily convertible to local conditions through 
“Building Costs!" 


BUILDING COSTS 


A comprehensive monthly supplementary service 
giving you up to the minute news and 
analysis of market conditions, plus the latest cost 
indexes for the major metropolitan areas of 
America and Canada to convert the estimating 
Manual to local cost conditions. 


SEND TODAY FOR BROCHURE TO Please send me full descriptive literature on your estimating and cost planning services. 


Е. Н. ВОЕСКН & ASSOCIATES МАМЕ 
Consulting Valuation Engineers таман 
1406 M Street, М. М, 


Washington 5. D. С. STREET. 


CITY ZONE STATE 


320 ARCHITECTURAL RECORD March 1961 


| 
| 
| 
ІН 


The fascination of real wood paneling’s grain patterns and color variations makes other decoration s 


uper: 


fluous on Parke, Davis and Company's 


board room walls. Nothing artificial or superimposed here, just the tree-grown beauty of Brazilian rosewood in Weldwood® Architectural 


blueprint-matched panels, Algoma-made. 


Weldwood paneling makes each wall you design an original masterpiece 


Prestige and a wood paneled office go together. A 
handsome example is the President’s Office of Parke, 
Davis in Detroit, paneled in honey-colored matched teak 
of Weldwood Algoma-made Architectural panels. Archi- 
tects: Marr & Marr, Detroit. 


Because no other wall material can 
give the one-of-a-kind beauty and 
warmth of real wood, each Weld- 
wood paneling installation you 
specify results in an original and 
incomparable design — as unique 
as the tree that grew the wood. 

In Weldwood Algoma-made pan- 
eling, you have at your disposal 
the “world’s largest library of fine 


WELDWOOD 


REAL WOOD PANELING 
Product of United States Plywood 
136 showrooms in United States and Canada 


woods." You may choose either from 
stock panels, or from panels 
matched to your own blueprint and 
finished to your own specifications. 


=m ies = Mail this coupon for free data booklets 


United States Plywood AR 3-61 
55 West 44th Street, New York 36, N. Y. 


О Please havea Weldwood Architects’ Service 

Representative call on me. 

Please send me free descriptive illustrated 

booklets and technical data on: 

Г] Weldwood Real Wood Paneling for offices, 
homes, and institutions, 

Г] Weldwood Algoma-made Doors. 
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FIRE PROTECTION means more than just stopping flame spread. Weldwood wood- 
faced Fire Doors do that, and they also greatly reduce destructive heat trans- 
mission. Underwriters’ Laboratories, Inc., rates and labels these doors for fire 
resistance and assured maximum protection against heat transmission (250°F. 
maximum on cool side after exposure for 80 minutes to 1700°F. on hot side) in 
both Class “В” (vertical shaft) and Class “С” (room and corridor) openings. 


EXTRA-WIDE residential entrance doors have special demands placed on their con- 
struction. Weldwood Stay-Strate® Doors have warp-proof Weldrok® mineral 
cores and hardwood edges that provide the strength and stability necessary in 
doors up to 4 feet w ‘dle, The wide range of beautiful hardwood faces, with 
matching edges, lets you give continuity to luxurious wood paneled interiors. 


ready-to-hang doors 
to meet your specifications 


FROM FIT TO FINISH, 
WELDWOOD DOORS COME 
TAILORED TO YOUR DESIGN 


® 


Now you can specify any Weldwood® Algoma-made 
Door cut to fit your openings, machined to take your 
hardware, and finished to meet your requirements. 
Included among these custom-made doors are new 
Permagard™ Doors for interior use—surfaced at the 
factory with a thin, tough, invisible plastic resin film 
for unprecedented beauty and wear-resistance. 
Weldwood’s custom door service eliminates costly 
on-site labor, drastically reduces handling, and pro- 
vides the installer with precision-assured satisfaction. 
Weldwood Doors are available in a wide range of 
sizes and constructions to meet each installation’s 
requirements for fire protection, sound resistance, 
ruggedness, and low maintenance beauty. 


THE WELDWOOD DOOR GUARANTEE 


United States Plywood unconditionally guarantees 
Weldwood Stay-Str ate, Fire, and Acoustical Doors 
against warping, twisting, or manufacturing defects 
for the life of the installation, when accorded treat- 
ment considered good practice as far as storage, in- 
stallation, and meintenducs are concerned. If any of 
these doors fails to meet these standards, United 
States Plywood will replace it without charge, in- 
cluding all labor costs of handling and refinishing. 


SEE OUR CATALOG IN SWEET'S, OR MAIL THE COUPON 
ON THE OTHER SIDE OF THIS PAGE. 


WELDWOOD ^5" DOORS 


Products of United States Plywood 


SOUND CONTROL with beautiful wood-faced Weldwood 
Acoustical Doors is both economical and effective. Based 
on current testing standards (ASTM E-90-55) for 1%” 
soundproof dates, Weldwood Acoustical Doors achieved 
an assured. decibel rating of 35 db. 


The natural 


White and tan exposed natural 
aggregates in varying sizes were used 
on the Mo-Sai facing panels to achieve 
enduring color and texture on 

Seattle’s new Public Library. 

The Mo-Sai panels on the east and 
west facades were anchored to concrete 
walls. Precast vertical Mo-Sai fins 
perform dual functions as sun shades 
and window sash supports on the 

north and south exposures. The 
textured fins have integrally cast anchor 
straps that are welded directly to the 
structural floor slabs. 


The Mo-Sai panels form a pleasant backdrop for artistic landscaping. 


Western Members MO-SAI INSTITUTE, INC. 


OLYMPIAN STONE COMPANY 1415 Ballard Way - Seattle, Washington 
OTTO BUEHNER & COMPANY 640 Wilmington Ave. Salt Lake City, Utah 
P. GRASSI-AMERICAN TERRAZZO 


111 South Maple Avenue • South San Francisco 
36 Wood Street - San Francisco, California 


WAILES PRECAST CONCRETE CORP. 11240 Peoria Street - Sun Valley, 


California 
Architects: Bindon & Wright; 
Decker, Christensen & Kitchin 


General Contractors: Johnson- 
Morrison- Knudsen 


college of tomorrow 
with today’s best 
masonry reinforcement 


galvanized 


KEY WALL 


The plans for Delta College, now under construction in the “Golden Triangle" 
area of central Michigan, call for the most modern educational facilities and best 
construction methods. That’s why masonry joints on the Delta College buildings 
are being reinforced with Keywall for added strength, greater crack resistance. 
The contractor on the job, states: “Delta College is being constructed of the 
finest materials available and we feel that one of the better crack-resisting re- 
inforcement products on the market is Keywall." 


KEYSTONE STEEL & WIRE. COMPANY 


PEORIA, ILLINOIS 
KEYWALL e KEYMESH? e KEYCORNER е KEYDECK e WELDED WIRE FABRIC е NAILS 


Architect's model of Delta College 

Architect: Brysselbout-Dow- Wigen, Saginaw, Michigan 

General Contractor: Bryant & Detwiler Co., Detroit, Michigan 

Masonry Contractor: Consolidated Construction Co., Bay City, Michigan 


Located in a fast-growing, industrialized section bordered by Bay City, 
Saginaw, and Midland, the Delta College is one of the first in the U. S. to 
be financed by a multiple county tax program. One of its many unique fea- 
tures is a closed-circuit TV studio which will originate educational pro- 
grams throughout the school and neighboring communities. 


For buildings that stay young throughout the years, rely on Keywall 
galvanized masonry reinforcement. Masons find Keywall easy to handle, 
easy to adapt to a wide range of applications. It can be lapped at corners 
without adding thickness to joints. Full embedment and complete bond 
assure effective reinforcement. Comes in 4", 6", 8", 10", and 12" sizes. 
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U.S. City Planners Design 
Master Plan for Agadir 


Harland Bartholomew апа Associ- 
ates, city planning consulting firm 
of St. Louis, Missouri, has been en- 
gaged by the United States Interna- 
tional Cooperation Administration 
to prepare a master plan for the re- 
cently devastated city of Agadir, 
Morocco. The Government of Moroc- 
co requested the ICA to provide as- 
sistance in establishing a city plan 


for the rehabilitation and reconstruc- 
tion of Agadir, which was devas- 
tated by an earthquake in February 
1960. 

Іп July King Mohammed V laid 
the foundation stones for the first 
new building. Scheduled for early 
construction are housing projects, a 
hospital, administrative building, a 
market, a mosque and a radio sta- 
tion. It was anticipated that the plan 
for the new city of Agadir would re- 
quire six months for completion. 


the changing 
Skyline of 


the MACKENZIE 
BUILDING 


The MACKENZIE BUILDING... 
the newest and finest government 

office building in Toronto, was recently 
opened by the Canadian Government. The 
$12,500,000 ultra modern Federal building is a 
panorama of fine construction and appointments. 


SG-5300 SERIES EXIT DEVICES were used in the new 


building. 


Important features of SG-5300 SERIES EXIT DEVICES in- 
clude added security, less maintenance and assurance of safe 
exit at all times. Strength and durability of SARGENT & 
GREENLEAF EXIT DEVICES are further complemented by 


clean, modern design. 


SARGENT & GREENLEAF, inc. 


ROCHESTER 21, NEW YORK 


тер! 
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Owner: Department of Public Works, Canada 
Chief Architect: E. A, Gardner 

Architects: Shore & Moffat, Toronto, Ont. 
General Contractor: 

Redfern Construction Co., Ltd. Toronto, Ont. 
Hardware Contractor: 

Aikenhead Hardware, Ltd. Toronto, Ontario 
Architectural Hardware Consultant: 

D. В. Ferguson, A. H. С. Toronto, Ontario 
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Nuts and Bolts 
Make Burning Bush 


An abstraction in metal based on the 
Biblical story of the Burning Bush 
has been designed by Egon Weiner, 
professor in sculpture at the Chicago 
Art Institute. The six ft high work, 
executed directly in steel, using only 
nuts and bolts welded together, will 
be used as an identity symbol by the 
Chicago firm, Heads and Threads 
Inc. The artist says, “Since bolts and 
nuts are the main support of our 
modern industry, I took the Biblical 
title of the ever active Burning Bush 
as a symbol for the always active in- 
dustry fed by these small but vital 
elements.” 


Management Group Surveys 
Aspects of Office Design 


“Physiological Factors Governing Of- 
fice Environment” was the title of a 
recent survey by the National Office 
Management Association. Partici- 
pating in the study were more than 
1900 business, industrial and service 
organizations in Canada and the 
United States, of which 87 per cent 
were located in urban areas. 

Some results of the survey: paint 
on walls—94 per cent (pastel colors 
—77 per cent) ; Composition flooring 
--90 per;cent; fluorescent lighting— 
83 per cent; sound control—75 per 
cent; air conditioning—T2 рег cent; 
NOMA’s standard N7.2 (space al- 
location of 60 to 80sq ft per person) 
--62 per cent; Wood furniture in 
private offices—55 per cent; metal 
furniture in general offices—45 per 
cent. 

more news on page 330 


“My Architect said so...” 


nothing reflects 
good taste 
like the real thing 


... genuine 
wood siding by 


Weyerhaeuser 


Fashions by I. Magnin 
Wood by Weyerhaeuser 


Weyerhaeuser 4-SQUARE 
the most dependable name in wood. 


Weyerhaeuser Company 


Lumber and Plywood Division 
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Gold Bond 


BUILDING PRODUCTS 


a step ahead of tomorrow 


9 Ways to 


use Gold Bond 
ANDWICHIBANELS 


1. Thermal Insulation. 

2" Asbestone Panels keep things cosy 
in this ski chalet even when tempera- 
tures hit 20 below. Their U value оЁ.17 
(R=4.93) keeps fuel bills down, and 
this inside-outside construction costs 


less than studs, insulation and siding. 
Maintenance costs: almost non-existent. 


2. Sound insulating partitions. 

This school solved a pressing space 
problem with partition walls of Asbes- 
tone Panels. They used the 196” thick- 
ness, which has a good sound trans- 
mission loss rating (29.5 db), and can 
be completely rearranged overnight. 
Panels may be painted but never need it. 


3. Expandable floating wall. 

This Jamestown, М. Y., plant used 
Asbestone Panels for a floating end 
wall that can be moved easily when 
the plant is expanded. The handsome 
panels serve as both inner and outer 
wall and give thermal insulation equal 
to a five foot thick concrete wall! 


4. Saltproof, Moistureproof Exterior. 

Asbestone Panels are popular in the 
Southeast and coastal areas because 
they're immune to the effects of salt 
air, even strong chemicals. Chemically 
inert Asbestos-Cement facing sheets 
shrug off moisture, weather, fire and 
chemical fumes: grow harder with age. 


5. Low-cost inside-outside walls. 

The striking beauty of this Zachary, 
La. High School belies its low con- 
struction cost. Asbestone Panels do 
double duty as inside-outside walls, 
giving complete insulation and a 
finished surface on both sides. Mainte- 
nance is low despite wear and tear. 
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Asbestone Panels in H & B and other 
standard framing systems combine low 
cost materials with low erection cost. 
Panel surfaces are 1g” Asbestos-Cement 
sheets; core is asphalt-impregnated 
insulation board. Standard panel sizes, 
lí", 1%", 1%”, 2" thick. For samples 
and technical details: Dept. AR-31. 


NATIONAL GYPSUM COMPANY, BUFFALO 13, NEW YORK 
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FOLDING WALLS HELP INCREASE CONVENTION 
BUSINESS AT ATLANTA’S BILTMORE 


UNITFOLD® 
FOLDING 
WALLS 


Atlanta’s explosive growth as a convention city 
is responsible for the all-new 10th floor of the 
Biltmore. 7 of 11 meeting rooms, designed for 
conferences or private dining, are connected 
with Unitfold Folding. Walls. These areas can be 
varied to serve groups from 25 to 160 persons. 


In the example above, Unitfold is faced with the 
same paper as the permanent walls (photo 1). 
Photo 2 shows Unitfold withdrawn and entirely 
hidden in the pockets at right; contrasting 
pocket doors add interest to room decor. Photo 
3 demonstrates that there are actually two 
walls, separated by air space. All the Biltmore walls are of this type — one of 
the Fairhurst features that means the highest sound retardance known in mov- 
able walls. Note close clearance at column. This is Unitfold — solid, rigid, with 
all the characteristics of a permanent wall. 


Write Dept. AR for free information and estimates 


John T. Fairhurst Co., Inc. 


45 West 45th Street New York 36, М. Y. 
: FAIRHURST . . . First Name in Folding Walls ` 
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The Record Reports 


Cronbach Work Commissioned 
For United Nations 


A recent addition to the art works 
at the United Nations is a piece by 
Robert Cronbach, sculptor and as- 
sistant professor in the Art Depart- 
ment of Adelphi College, Garden 
City, New York. It was commissioned 
by the National Council for U. S. 
Art, Inc., an organization whose aim 
is to place the work of contemporary 
painters and sculptors in the U.N., 
so making it a center of cultural as 
well as political importance. 


Made of hammered and welded 
bronze, brass and stainless steel, the 
sculpture is placed on the wall of the 
Meditation Room Lobby. The space 
in the room is intimate, serious. 
Looking back at the problem posed, 
Mr. Cronbach said the sculpture had 
to be a general symbol, not specific ; 
applicable to no religion in particu- 
lar, yet religious. 

According to Cronbach, his design 
expresses a hope in the future, a con- 
fidence inherent in the United Na- 
tions itself. “Most people," Mr. Cron- 
bach says, “look on the work as a 
ship. And I don't mind a bit. AI- 
though a more concrete symbol, a 
ship in its forging forward is hope." 

“Гуе asked the guards about visi- 
tors' reactions, interpretations of my 
sculpture, and they tell me that I’m 
winning about 70 to 30!" 

The idea for the National Council 
for U. S. Art, Inc. was conceived by 
the late Mrs. Samuel A. Lewisohn of 
New York, a founder of the group. 
Individuals and groups throughout 
the United States interested in the 
fine arts have responded to the proj- 
ect and donated the necessary funds. 

Officers of the Council are: Roland 
L. Redmond, New York, president; 
Nathaniel Saltonstall, Boston, vice 
president; Henry Billings, New York 
secretary; and Joshua B. Cahn, New 
York, legal counsel. 

more news on page 335 


WonDuprin 66. 


"the safe way out” 


in stainless steel 


Ө Stainless steel... slim silhouette 
-.. sure safe operation. 


They're all yours in the Von Duprin 66, 


the exit device that introduced the industry 
to the practical beauty of stainless steel. 


Available in rim, mortise lock and 
vertical rod models (in bronze as well 

as stainless steel) with a smart new series 
of matching outside trims. 

Write for your copy of Bulletin 581... 
full details on construction, function 

and accessory items. 


VONNEGUT HARDWARE CO. . VON DUPRIN DIVISION 
402 W. MARYLAND ST. + INDIANAPOLIS 25, INDIANA 
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New addition to Pittsburgh Children’s Hospital. 
Architect: A/fred D. Reid & Associates; Electrical Engineer: 4. б, Stauffer. 


Award-winning hospital 
design adapts Day-Brite 
lighting to area function 


The new addition to the Pittsburgh Children's Hospital has 
been hailed as *an outstanding example of the use of struc- 
tural steel and a unique, attractive solution to a hospital's 
functional problem." 


Creating a cheerful, pleasant atmosphere that would lift spirits 
of patients, visitors and employees called for generally high 
level, softly diffused illumination throughout the hospital. 
Day-Brite recessed TROFFERS and MOBILEX? with 
distinctive CLEARTEX? plastic diffusers (to minimize glare 
prismatically) were specified. Exact footcandle levels and 
ceiling plans were tailored to the needs of each area. 


Whether youre lighting a hospital, store, school or factory, 
you can always depend on Day-Brite's over-all excellence and 
wide variety of fixture designs to meet every lighting situation 
with award-winning results. Contact your Day-Brite represent- 
ative or write Day-Brite Lighting, Inc., St. Louis, Mo., and 
Santa Clara, Calif. In Canada: Amalgamated Electric Corp., 
Ltd., Toronto 6, Ont. 


Write for FREE Manual of Hospital Lighting: Day-Brite 
Lighting, Inc., 6260 N. Broadway, St. Louis 15, Mo. 


DAY-BRITE 


NATION'S LARGEST MANUFACTURER OF 
COMMERCIAL AND INDUSTRIAL LIGHTING EQUIPMENT 


Horizontal arrangement of Day-Brite TROFFERS makes waiting area in out-patient clinic look wider, more spacious. Incandescent 
UNI-FRAME® lens boxes highlight registration desk. 


Informal dining room, cheerfully lighted by Day-Brite TROFFERS, 


Day-Brite MOBILEX® maintain laboratories at 75 to 100 
typifies tone of the entire hospital. 


footcandles to facilitate critical visual analyses. 


The first authoritative guide for planning the 
| heart of the hospital 


PLANNING THE 
SURGICAL SUITE 


by Warwick Smith 


PLANNING THE 
SURGICAL SUITE 


Warwick Smith 


456 pages, 6 x 9" size 
with over 75 illustrations and 
17 guide tables and charts 
only $12.75 


The heart of the hospital is its surgical suite. Because 
of its critical functions, the operating room and its en- 
virons must be designed to work efficiently under all 
conditions. This is a fact recognized by all administrators 
and designers of hospitals. Equally recognized is the 
difficulty involved in developing a truly efficient and flexi- 
ble plan for a surgical suite. 


Much time and money has been wasted in building and 
remodeling surgical suites. The inherent flaws are soon 
revealed in a suite design which did not consider all of its 
required functions. Consequently, within weeks of its 
occupation, it is often found necessary to remodel or 


Consider all aspects, including: improvise upon the original design. 
— — —role of the surgical suite PLANNING THE SURGICAL SUITE is aimed di- 
— — —size, plan, and location rectly at this problem. This unique guide explains how the 


— — — traffic flow for both patients and staff intended functions of a surgical suite affect its organiza- 
tion and design, and describes the methods of translating 
these into actual facilities. With the aid of tables, charts, 
and checklists, it provides for a complete analysis of the 


— — — storage for clean and sterile supplies 
——— sterilization facilities 


co Pp mra of rooms function and design of the operating room complex. 
— — —materials and finishes 
— — —heating, ventilation, air-conditioning Architects, engineers, hospital administrators — any- 


one planning a new hospital or new facilities for an exist- 
ing building — will ind PLANNING THE SURGICAL 
SUITE of vital interest. 


— — —engineering services 


Mail coupon today for immediate delivery 
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DODGE BOOKS, F. W. Dodge Corporation 
119 West 40th Street, New York 18, М. Ү. 


Warwick Smith has made an intensive, twelve- 
year study of hospital design, with special 


emphasis on the surgical suite. 
Send Messi. a copies of Planning the Surgical Suite @ $12.75 each. P 9 


Within ten days after receipt, I will either remit payment, plus postage, 


Although a native Australian, Smith has de- 
signed hospitals and medical facilities while 
working for architectural firms in England, 
Sweden, and the United States. An associate of 
1 the Royal Institute of British Architects and the 
ADDRESS. ME ex, E Кд с on һы ТЫК РЬ te М Royal Australian Institute of Architects, ће аџ- 
thor was awarded the Henry Saxon Snell Prize 
in 1954 for research in hospital architecture. 


or return the book(s) without obligation. 


SAVE MONEY. Enclose payment with your order, and Dodge pays postage. Same return 


nrivilanae 


The Record Reports 


Kitt Peak Solar Telescope 
Is World’s Largest 


Construction of the world’s largest 
solar telescope has begun at Kitt 
Peak National Observatory, Tucson, 
Arizona, and completion is expected 
in approximately two years. “When 
completed,” says Dr. Alan T. Water- 
man, Director of the National Sci- 
ence Foundation, “this huge instru- 
ment will give solar researchers more 
revealing views of the sun than have 
ever been possible from earth. Such 
observations will increase substan- 
tially man’s meager knowledge of the 
star that keeps our planet alive.” 


The National Science Foundation 
has granted $4 million for the Kitt 
Peak Solar program in which the 
huge sun telescope plays a major 
role. The instrument will have a focal 
length of 300 ft and will form images 
of the sun several times larger and 
more brilliantly illuminated than are 
attainable with any other solar tele- 
scope. It will be made up of three 
large reflecting surfaces combined in 
a system requiring a supporting 
structure about the size of a 10 story 
office building. 

Architects for the building which 
is itself a telescope are Skidmore, 
Owings & Merrill of Chicago, who 
are working with Dr. Keith Pierce, 
Associate Director for Solar Astron- 
omy at Kitt Peak Observatory. The 
structure will stand 110 ft high; the 
diagonal shaft will be 480 ft long, 
of which 280 ft is underground. The 
observing room is underground. 

The observatory is a national re- 
search center available to all qualified 
astronomers, maintained by the Na- 
tional Science Foundation and oper- 
ated by the Association of Universi- 
ties for Research in Astronomy, Inc., 
under contract with NSF. 

The $1,938,800 building contract 
was awarded to Western Knapp En- 
gineering Company of San Francisco. 

more news on page 343 


consumer tested and proved 


Lu : 

А.” Electric Invisa-Panels solve your 
ЕВЕ. 

space problems... offer more installer and buyer appeal! 


Greatest Freedom in Room Planning! 


No matter what your design concept may be, 
in floor plan or decor, there’s always room for 
Arvin CEILING Heat Panets because they do 
not use a single inch of wall or floor space. 
Arvin Electric Heat Panels go up anywhere, 
can always be placed where greatest heat loss 
occurs. Completely silent. Since there are no 
moving parts, nothing to wear out! Can be 
painted to match or accent any ceiling color. 
U.L. listed. Shipped completely assembled. 


Slimmest Design — 134” thin, 4% low! 


With Arvin ELECTRIC INVISA-BASEBOARD HEAT 
you provide the most desirable dimensions of all 
baseboard units. The neatest, slimmest, thinnest 
units available: only 724" thin and 4%” low! Pre- 
wired for fast connection from either end. The eye- 
appealing styling with baked-on beige enamel 
finish blends with any room decor. High or low 
wattage, various lengths. Matching accessories. 


Write or call Arvin for facts 
and folders. No obligation. 


Arvin Specialized 
BUILT-IN WALL HEATERS 


A complete line of radiant heat- 
ers for every heating need. In- 
stant-heating elements. Each 
model has new-design rough-in 
box, quick-fastening clamps 
for new or old construction, 


Electric Heat Division 


ARVIN INDUSTRIES, INC. - COLUMBUS, INDIANA 
A LEADING NAME IN ELECTRIC HEAT PRODUCTS FOR 28 YEARS 


ARCHITECTURAL RECORD March 1961 335 


(Below) Functional, clean lines of the Providence Post Office 
exterior are highlighted by Westinghouse OV-25 parking area 
luminaires, assuring 24-hour maximum security operation. The 
luminaires’ horizontal housing and tilted optical system are 
completely sealed against dirt, moisture and bugs for years of 
low maintenance, high efficiency operation. 


Westinghouse 
delivers 
dependable power 
to first automated 
U.S. Post Office 


J-94161-1 


The nation’s first automated post office, labeled 
“Project Turnkey,” is operating now in Provi- 
dence, R.I. It represents the first step in the 
government’s plan to make the complexity of 
mail handling completely automatic to insure 24- 
hour delivery of mail to any part of the country. 

Behind the architectural beauty of this 
$20,000,000 facility is a vital electrical nervous 
system. And it’s the sure, steady performance 
of Westinghouse electrical apparatus that keeps 
this marvel humming. 

From dependable, maintenance-free outdoor 
luminaires that light the 14-acre site to 69 power 
and lighting panelboards that feed sensitive 
letter sorters, facing and cancelling machines, 
parcel post machine and conveyor system, West- 
inghouse products coordinate for the high degree 


(continued on next page) 


These 11 sorters distribute mail to bins for 300 separate destina- 
tions after an operator’s key punch code has sent an impulse to 
the memory unit of the sorter. Other major machines in the system 
are six letter cullers, six facer-cancellers, two parcel post sorters, 
and over three miles of conveyors, 


Owner: Intelex Systems, Inc. 
Architect-Engineers: Charles 
A. Maguire and Associates, 


Providence, R.I. General 
PROVIDENCE Contractor: Gilbane Build- 

ing Company, Providence, 
POST OFFICE R.I. Electrical Contractor: 
Brady Electrical Company, 
East Providence, К.І. West- 
inghouse Distributor: WES- 
CO, Providence, К.І. 


(continued from preceding pages) 
of service so important to this “Post Office of 
Tomorrow.” It is estimated that 10,250,000 
kilowatt hours of electrical energy will be required 
annually for the 24-hour operation of the plant. 

The Gilbane Building Company, Providence, 
erected the structure for Intelex, a subsidiary of 
International Telephone & Telegraph, who will 
lease it and its mechanized mail processing equip- 
ment to the government for 20 years. Design 
was by Charles A. Maguire and Associates, 
Providence. Westinghouse personnel worked 
closely with the consulting engineer from design 
stages through completion. Experience and the 
completeness of the Westinghouse line earned 
this working role in mail handling history. 

You can be sure . . . if it’s Westinghouse! 


(Below) Reviewing drawings during the construction of Project 
Turnkey are, left to right: Arthur A. Watson, General Foreman, 
Brady Electrical Co., Inc.; A. І. Israel, Charles A. Maguire апа 
Associates; E. Howard Rohrbach, Project Manager, Intelex Sys- 
tems; Richard F. Martin, Project Manager, Gilbane Building 
Company; R. W. MacArthur, Westinghouse; and Walter W. Botts, 
Manager WESCO, Providence. 


sat ж. 


(Above) Rugged, weatherproof enclosure shields Westinghouse 150-DH-250 
air circuit breakers which protect main feeders providing power to the post 
office. Inspecting breakers are A. A. Watson, W. W. Botts, R. W. MacArthur, 
and A. 1. Israel (kneeling). 


а 


This main substation, rated 2500 kva, provides reliable source for lighting and 
power circuits. It receives incoming power at 11 kv directly from outdoor metal 
clad switchgear. Discussing schematic drawings of power circuits are: A. I. Israel, 
A. A. Watson and R. McCloskey, Resident Engineer, Charles A. Maguire and 
Associates. 


(Above) A. І. Israel operates remote circuit 
breaker control panel for15 kv outdoor metal 
clad switchgear as R. W. MacArthur looks 
on. Switchgear furnishes incoming power 
safely and efficiently to Westinghouse 500 
kva power center serving post office auxil- 
iaries. Compact design permitted location 
in minimum space, freeing valuable footage 
for work areas. 


A. |. Israel, left, and W. W. Botts discuss 
operation of electrical system in mechani- 
cal building. In foreground is a 60 hp, 208 
volt drip-proof Westinghouse motor, driving 
achilled water pump. 400 amp safety switch 
on wall feeds an autotransformer reduced 
voltage starter which cushions inrush cur- 
rent to assure smooth pump start-up. 


Westinghouse 


J-94161-2 


Westinghouse CDP powerdistribution panelboards 
equipped with De-ion® circuit breakers control and pro- 
tect feeder circuits supplying power to intricate mail 
handling equipment. Complex systematized handling 
system requires reliable power supply since local failures 
would seriously impair movement schedules. Famed 
De-ion principle of arc quenching assures maximum cir- 
cuit breakerlife by preventing burningand pittingcontacts. 


FOAMGLAS* Insulation ...a better 


... a better insulation because 
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juilding material because it’s waterproof 
t’s cellular glass 


New FOAMGLAS-BOARD presents the quality of FOAMGLAS in an 
easy-to-handle new size, 2’ x 4’, for fast, economical, trouble-free roof 
installation. 14%” FOAMGLAS is sandwiched between specially lami- 
nated sheets of kraft paper, reducing the number of insulation joints. 


temperatures contrasting with a hot, humid interior atmosphere, had 
caused a fog-like condensation. FOAMGLAS roof insulation elimi- 
nated the problem. And the incombustibility of FOAMGLAS was an 
important extra-benefit here. 


RCA selected FOAMGLAS to insulate porcelain enamel panels for vast 
curtain wall areas at their Cherry Hill Project, Camden, N.J. FOAM- 
GLAS remains moistureproof in all kinds of weather and contributes 
important rigidity to the panels. 


PITTSBURGH 


The sealed glass cell composi- 
tion of FOAMGLAS makes it com- 
pletely impervious to any form of : < 
moisture. On roofs, it remains “ 
dry even if the roof leaks. | 


See how these important FOAM- — 
GLAS benefits can work for you. 

Write for our Building Insulation p" 
Catalog. Pittsburgh Corning Cor- IA 


way Center, Pittsburgh 22, Pa. 


InCanada:3333 Cavendish Blvd., 
Montreal, Quebec. 
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hospital people want 707/77, 


OF ALL THE MAGAZINES PUBLISHED for hospital administrators, 
their department heads and other hospital personnel, only THE 
MODERN Hosrrrar sells every subscription at the full published 
price without special inducements of any kind. This evidence of 
“wantedness’, coupled with a long history of steadily increasing 
subscription sales, indicates that more and more hospital people 
want THE MODERN Hosprrat—because they find it not only 
helpful in their work but interesting and exciting, alert and com- 
petent in its reporting of facts, ideas, opinions that make more 
competent the exacting, interesting and challenging business 
of running the nation’s hospitals. 


Hospital 


an 
| FW, DODGE 
! CORPORATION 
|. publication 


Шашы. 


| The Modern Hospital Publishing Co., Inc. 


919 N. MICHIGAN AVENUE, CHICAGO 11, ILLINOIS 
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reversible window 


ELEGANCE | 


Conceived in the consummate 
skill of a knowing hand . . . de- 
signed with a feel for fashion and 
a flair for elegance. This is the 
incomparable new Series A315 

. reversible window by the 
master craftsmen of Albro. Some 
noteworthy features: 


* trim, modern styling 
* choice of aluminum or bronze 


* mechanical and alumilite 
finishes 


* custom quality 


* easily installed, 
sash removable from inside 


* for commercial, institutional, 
monumental structures 


* backed by rigid performance 
tests and... 


* more than three decades of 
creativity in metals 


See it in Sweets or write 


ALBRO METAL PRODUCTS CORP. 
944 Longfellow Avenue 
New York 59, New York 


N.A.H.R.O. Meeting 
continued. from page 42 


Differing with him on this issue, 
Mr. Mason took the view that home 
buyers in America are getting just 
about all they can from F.H.A. “We 
have gone about as far as we can go 
with liberalization of credit terms." 
He believes the better break for home 
buyers must come largely from the 
home building industry in the form 
of technological innovations, new ma- 
terials, methods, improved marketing 
practices. 

The two opening speakers stressed 
a viewpoint shared by the speaker of 
the final conference event, the annual 
banquet, Philip M. Klutznick, a pri- 
vate developer in the Chicago area. 
The viewpoint was that housing and 
renewal can no longer be seen as iso- 
lated programs but, rather, must be 
seen in relationship to the whole com- 
plex of metropolitan problems. 

“Bold ideas" took the spotlight in 
two sessions, one on public housing, 
the other on urban renewal. In the 
first, the five speakers were: Ira S. 
Robbins of the New York City Hous- 
ing Authority; Thomas J. McCoy, 
director of the Philadelphia Housing 
Authority; A. C. Edgecombe, ad- 
ministrator of the Beaver County, 
Pennsylvania Authority; Robert D. 
Sipprell, executive director of the 
Buffalo Municipal Housing Author- 
ity; and Olive Swinney, community 
services adviser of the National Capi- 
tal Housing Authority. The experi- 
ments discussed were conversions, 
scattered site public housing, serv- 
ing a wider income range and help 
for "problem" families. 

At the urban renewal session on 
“bold” ideas were O. O. McCracken, 
executive director of St. Louis' Civic 
Center Redevelopment Corporation; 
Stephen G. Thompson, associate edi- 
tor of Architectural Forum; Howard 
J. Wharton, Urban Renewal Admin- 
istration's assistant commissioner 
for redevelopment; and George M. 
Raymond, chairman of the planning 
department at Pratt Institute and 
partner in Raymond and May Asso- 
ciates, planning and renewal con- 
sultants. Under discussion was Mr. 
Raymond's idea of "continuous re- 
newal," modification of personal in- 
come tax to give renters the same tax 
breaks available to owners, inclusion 
of the profit motive in redevelop- 
ment, federal assistance for mass 
transportation planning. 


ARCHITECTURAL RECORD March 1961 


SPEC IEY 
/ 


Rauland 


Sound Systems 


SCHOOL 
INDUSTRIAL 
INSTITUTIONAL 
EVACUATION 
PAGING 
INTERCOM 


designed and built so you can 
SPECIFY WITH CONFIDENCE 


Engineered and built by pioneers 
in communications, RAULAND 
Sound Systems are available for 
unlimited applications. There is a 
complete choice of program facil- 
ities and features, including mul- 
tiple microphone use, emergency 
or evacuation announce, remote 
control, etc. 

Also available are RAULAND’S 
famous Amplicall intercom sys- 
tems in a wide choice of models 
for every desired function. 

School, Industrial and Institu- 
tional systems can be designed to 
your exact requirements from 
standard panels, to RAULAND’S 
traditional high engineering 
standards. 

RAULAND distributors are lo- 
cated everywhere. 


ENGINEERING HELP 


Our new Manual of School Sys- 
tem Specifications is available 
to consulting engineers. In- 
cludes general and typical 
specs; covers classroom 
speaker assemblies, call 
switches, microphones, audi- 
torium systems, etc. 


Ask on your letterhead for this 
unique engineering help. 


RAULAND-BORG CORPORATION 


3535-R Addison St., Chicago 18, Ill. 
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how Architectural Record builds 


Å avertising works best in an atmosphere of confidence— 
where readers bring to it from the editorial pages both a desire 
to know and a strong disposition to believe. 

That’s what happens in Architectural Record. 

The Record’s own architect and engineer subscribers (veri- 
fiably responsible for over 88 per cent of all architect-planned 
building!) rate it first in its field for accuracy and for concen- 
tration on subjects of interest to them in their work.* 

And in 148 out of 163 studies sponsored by building product 
manufacturers and their agencies, architects and engineers have 
attested to the integrity, prestige and professionalism of the 
Record by voting it their preferred architectural magazine. 

Here’s how Architectural Record’s strong editorial staff— 
backed by the great building news facilities of F. W. Dodge— 
builds readership and confidence among the largest architect and 
engineer subscriber audience in the history of the field: 


x 


» By concentrating on the information and inspiration needs of 
architects and engineers— with the most editorial pages. 


^ By exploring, in depth and breadth, the full range of architect 
and engineer interest in nonresidential and residential design. 


» By timing and balancing editorial content with the aid of 
' Dodge Reports to be of top value to architects and engineers in 
terms of the work on their boards. 


^ By aecurately attuning editorial content to the changing 
interests of architects and engineers as disclosed by Eastman 
Editorial Research (exclusive with the Record in its field) and 
the Record's own Continuing Readership Research. 


X 


== xx 2 


© By alerting architects and engineers to potentially important, 
' as well as presently important, developments in building design. 
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By everlastingly speaking the language of the professional archi- 
tect and engineer in authoritative text, expert drawings and 
architecture's most perceptive and stimulating photographs. 
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The Record Builds Confidence Among Advertisers, too! 


In 1960 they placed 62 per cent more advertising pages in 
Architectural Record than in the second-place magazine! 


*Continuing 
Readership 


Research— | | | 
1952-1960. ІШІ ! | 
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readership and confidence... 
for more 

resultful 
advertising| 


к 
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“The reader reads because he finds information that 


| 
wes М chos Бар, nes 
ceti helps him in his job. If this information is useful... 
he comes in time to associate a feeling of trust and 
| "t confidence in the magazine and this feeling may carry 


over to the advertisements... 
. . f a magazine delivers both readership and con- 


7 


24 T (ES. 
27124 fidence it is furnishing about the most valuable сот- 
tt modities an advertiser can buy.” 
qo 
" oe William Schink, Media Director, G. M. Basford Co., Inc. 
Ф е” From McGraw-Hill’s “Industrial Advertising Handbook" 
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119 West 40 th Street publication 
Kaiser Center New York 18, N. Y. 


Oakland, Calif. OXford 5-3000 

Architects: 5 - е е А Е 5 
Welton Becket, FAI A “stimulus to creative architectural and engineering design’ 
and Associates [ ES Д = E 
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HOSPITALS, CLINICS, 
ano HEALTH CENTERS 
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DODGE BOOKS, F. W. Dodge Corporation 
119 West 40th Street, New York 18, N. Y. 


Send me...... copies of Hospitals, Clinics, and Health Centers (21$9.75 each. 
Within ten days I will either remit the price, plus a few cents postage, or return 


the book(s ) without cost or obligation. 


Check enclosed. Same return privilege, Dodge pays postage. 


New illustrated survey of medical buildings 


HOSPITALS, CLINICS, 
AND HEALTH CENTERS 


by the editors of Architectural Record 
265 pages, large 834 x 1154" size 
700 photographs, plans, and diagrams 
only $9.75 


Here, in one book, are the newest, most effective ideas for the planning 
of hospitals and other medical facilities. Divided into four sections, this 
valuable sourcebook covers practically the entire range of medical build- 
ing types: hospitals, special facilities, rehabilitation centers, health centers, 
clinics, and doctors' offices. 


Containing sixty presentations and discussions, HOSPITALS, 
CLINICS, AND HEALTH CENTERS thoroughly examines the lat- 
est advances in medical building design. Each project studies a par- 
ticular planning problem and its solution, and is graphically illus- 
trated with numerous interior and exterior photographs, floor plans, 
and diagrams. Carefully chosen for their value, variety, and lasting 
interest, they provide vital background information needed to solve 
planning problems effectively. 


Also included are authoritative technical articles on planning such 
specific elements as X-ray suites, pediatric units, and surgical suites. 
In addition it thoroughly analyses these important subjects: efficient 
handling of hospital traffic, planning of supply systems, air distribu- 
tion in operating rooms, hospital electrical facilities, design of 
teletherapy units, and mechanical and electrical systems for health 
centers. 


Designed for architects, engineers, hospital administrators and 
consultants — anyone concerned with the efficient planning of med- 
ical facilities — HOSPITALS, CLINICS, AND HEALTH CENTERS 
is the most stimulating, up-to-date source of ideas available today. 


Mail this 
coupon 
today 
for 
immediate 


delivery 
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weather -proof 
everlasting 
protected 
lighting 


TE‏ چ 
square round‏ ( 
lines‏ 


by mc Philben 


Exterior and interior ceiling surface 
applications under CANOPIES, MAR- 
QUES, in SHOWER ROOMS, CORRI- 
DORS, VESTIBULES, ALL PURPOSE 
ROOMS, LOBBIES, SHOPPING CEN- 
TERS. Absolute security application in 
PSYCHIATRIC HOSPITALS, PRISON 
CELLS, CHILDREN SHELTERS. 


82 and 84 lines feature: : 

* ALL CAST ALUMINUM, sturdy, 2 
piece construction in both guarded 
and non guarded units with integral 
cast hinge. Extra heavy .156 inch wall 
thickness. 

* VAPORTIGHT (enclosed and gas- 
keted), BUGTIGHT, WEATHERPROOF 
performance. - 

e mcPhilben’s EVERLASTING ANO- 
DIZED satin aluminum finish, for per- 
manent protection against corrosive 
elements. 

е CHOICE of diffusers: Holophane 
prismatic Controlens,® tempered Fres- 
nel Lens, heavy molded Carrara glass, 
or Herculite (for high security appli- 
cations) 


Complete specification data sheets on 
request Section A pages 9-10/9a-10a 


mc Philben 


LIGHTING 
1329 Willoughby Ave., Brooklyn 37, М. Ү. 


BELLUSCHI INTERVIEW 


continued from page 10 
You wouldn’t, however, advocate 
Mies’ curriculum. 
At LI.T. precision is emphasized іп 
terms of technique. This is valuable 
training: but perhaps there are not 
enough years in one lifetime to learn 
architecture this way. 


Perhaps a type of natural selection 
occurs when the client seeks out an 
architect. If you were looking for 
pure form, there would be certain 
people to whom you would go. 
Yes: For example, one wouldn’t go 
to SOM to have a small house de- 
signed. In fact when Skidmore re- 
tired a few years ago and wanted to 
build a house, he ended by coming to 
me. Rather like one doctor going to 
another for an operation. 


As the function of the building be- 
comes more and more complicated, 
how best should an architect coor- 
dinate the services of the various 
specialists with whom he must work? 
That is a good question and a difficult 
one. 

The great tool of the modern age 
is team work. The atomic develop- 
ments and the airplane have been pos- 
sible only through the collective ef- 
fort of many people. 

There has to be a leader of the 
team, of course, but all must be will- 
ing and able to work together, and 
each must recoznize the other’s as 
well as his own limitations. 

The architect is naturally closer 
to the structural engineer than to 
the mechanical engineer, as a good 
architect thinks first of all in terms 
of structure. But he must learn to 
work with the mechanical and acous- 
tical engineer, and the planner and 
landscape architect as well. 

It is not impossible when each 
knows his own field best and there is 
no conflict of personalities. 


I notice you mention the planner. 
What would you say were the archi- 
tect’s responsibilities to the context 
in which he works? 
Some architects believe that they 
should design the most beautiful 
building possible and their responsi- 
bility ends there. I feel that the ar- 
chitect should take into account both 
siting and environment. Material, 
height, width, color should all be 
continued on page 351 
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and unload pallets at extreme edge of truck, 
even when truck is a foot away. Only 1 inch 
of lip need be on truck for full support. Self- 
contained packed unit, ready to install in pre- 
pared pit under 2 feet in depth, means fast 
low-cost installation in existing docks or new 
construction. 
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Twenty of the most exciting and significant houses ever 
assembled by Architectural Record editors await publi- 
cation in “Record Houses of 1961.” 

These houses have won for twenty different archi- 
tects, some well-known, others bright new names, 
Architectural Record’s annual award for “outstanding 
excellence in planning and design.” 

Custom-planned for both individual owner and mer- 
chant builder clients, 1961’s “Кесога Houses" are widely 
diversified in cost, size, location and style. 

The distinctive qualities of individual “Record 
Houses" will be strikingly shown in pictures—many 
in full color—and in expertly rendered plans and 
details. Crisp text will explain how each house is 
constructed and equipped . . . how its design fosters 
better family living. 

In addition, “Record Houses of 1961” will offer archi- 
tects, engineers and their clients these valuable aids to 
quality house design: 

e Planning the Good House. Latest developments in 
residential structure, mechanical equipment, lighting, 
and interior design—examined by leading authorities. 
ө Regional Cost Calculator. For the first time, practical 
guides to house construction costs throughout the 
country enabling readers to estimate the approximate 
cost of building individual “Record Houses" locally. 

e New Products for the Quality House. Newest materials, 
equipment and furnishings from America's foremost 
manufacturers in the field. 

Architects have hailed “Кесога Houses" annuals as 
handy references, trend indicators, valuable aids for 
selling clients, and an inspiration! 

"Record Houses of 1961" promises to be all of these 
and more—a joy to read for everyone interested in 
outstanding house design. 


Beckwith House, 
Franklin Hills, M 
Architects: 

Kessler & 0 

Inc. Photographer: 
Baltazar Korab, 


Architectural Record subscribers will receive mid-May “Record Houses of 1961” im addition to the regular May issue. 
The house building and buying public will buy it, complete with advertised product information, in leading bookstores. 


Coming in Mid-May...sixth annual yearbook of the year's 


best architect-planned houses 


RECORD HOUSES OF 1961 


Architect Acclaim for “Record Houses’’* 


“Top-notch houses in a single volume, showing an assortment 
of designs." Sheperdstown, Pa. 


“Recognizes good contemporary work by the relatively un- 
known architects as well as by the known ones. Emphasizes fresh 
interpretations of the same basic problems." Mt. Carmel, Ill. 


_ “Cross-sectional, country-wide survey of what’s being done 
in residential architecture." San Francisco, Calif. 


“Only collection I know of that is all high caliber design." 
Torrington, Conn. 


“Helps me explain points concerning my own design to 
clients. I use ‘Record Houses’ as a standard of design." 
Columbus, Ohio. 


“Provides a fresh approach to design and execution, both in 
the residences and the publication!’ Baytown, Tex. 


“Gives a comprehensive approach to housing in the U. S. all 
in one annual." Los Angeles, Calif. 


“Presents homes in one reference, and features quality work." 
Jersey City, N. J 


“Best single collection of top design." Benton Harbor, Mich. 


*From hundreds of enthusiastic comments on file at our home office. 


RECORD HOUSES OF 1961 


“the standard of quality house design” 
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;ONCRETE 
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WITH TABLES FOR THE 


DETER 
MINATION Of BEAM CROSS SECTION 
5 


CONTAINS FEATURES FOUND ІМ 
NO OTHER MANUAL: 


Comprehensive design method applicable to 
pretensioning, posttensioning, and composite 
sections. 

Introductory chapter summarizing the basic de- 
sign approach in descriptive terms. 

Tables for selecting flange widths for I-beams 
and T-beams. 


Worked examples illustrating typical solutions 
for various situations commonly encountered in 
practice. 

Tabulated solution for I-beams beyond the 
critical span. 

Table of design 
sections. 

Analysis for differential shrinkage. 

Approximately 120 illustrations of stress dia- 
grams and cross-sections. 


constants for composite 


DESIGN OF PRESTRESSED 
CONCRETE BEAMS 


by William H. Connolly 


Here is a simplified, rational, and clear-cut method for the 
design of pretensioned and posttensioned concrete members. 
Through the use of its design tables, you can reduce the tedious 
trial and error normally involved in design problems. 


Presented with explicit instructions that make this book 
uniquely practical, the tables thoroughly cover the most difficult 
and time-consuming aspect of prestressed concrete design: select- 
ing the cross-section. Applicable to I-beams, T-beams, long-span 
members, and composite sections, they are not limited to mem- 
bers of any particular proportions or dimensions. 


With over 120 tables, charts, and diagrams, DESIGN OF 
PRESTRESSED CONCRETE BEAMS treats the problem of de- 
sign from the practical point of view — eliminating unnecessary 
frills. It answers the one basic question which still troubles en- 
gineers: How does one select a cross-section? 


The author, a practicing engineer, approaches the problem of 
selecting the cross-section in a logical, straight-forward manner. 
He places major emphasis on elastic design for bending, gives 
consideration to prestress losses, shear, and ultimate flexural 
strength, and uses the report of ACI-ASCE Joint Committee 323 
"Tentative Recommendations for Prestressed Concrete" as a 
guide in considering these factors. 


DESIGN OF PRESTRESSED CONCRETE BEAMS is an indis- 
pensable handbook for structural engineers and architects, and 
also for professors of architecture and civil engineering. 
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. at long last a method for the direct design of pre- 
stressed concrete members.”’ 


“А major advance in design technique." 


252 pages, 6 x 9” size 
120 tables, charts, and diagrams 
clothbound, only $11.50 


DODGE BOOKS, F. W. Dodge Corporation 
119 W. 40th St., New York 18, N. Y. 


Send Me.. es copies of Design of Prestressed Concrete Beams 
@ $11.50 each. After 10 days I will either remit payment or return 


the book(s) without obligation. 


SAVE MONEY ! Enclose payment and Dodge pays postage; same 


return privilege. 


THE AUTHOR 


William H. Connolly holds a B.S. degree 
in Building Engineering and Construc- 
tion from the Massachusetts Institute of 
Technology. He has been chief engineer 
for a precast concrete plant and a research 
assosiate at M.I.T. Currently, he is a 
structural engineer with Wm. J. Le Mes- 
surier and Associates, Consulting Engi- 
neers, Boston, Mass. 


MAIL THIS COUPON FOR 
IMMEDIATE DELIVERY 


[= АМЕА. 


keeps brick clean 


{= АМЕА | 


keeps brick clean 


{SILANEAL} 


keeps brick clean 


(БШ АМЕА. 


keeps brick clean 


IsiLANEAL]- 


keeps brick clean 


BELLUSCHI INTERVIEW 


continued from page 347 


considered as part of a visual whole. 

To place a building among trees, 
on Park Avenue, or among a group 
of low structures, each requires a 
different solution. This is a neces- 
sary first step to get cities to count 
as texture. 

I am, as you know, associated with 
the new Grand Central Office Build- 
ing. We have been criticized, perhaps 
justly, for dropping too big a build- 
ing into too small a slot. But, after 
all, that is New York, and there are 
certain advantages to it. If you are 
looking for the country, that area is 
just not the place to look. 


Are you not a bit uneasy about what 
is happening to the country-side it- 
self? 
'There is a widespread lack of respect 
for conditions. You never achieve all 
the advantages of both the country 
and the city. You spoil the country 
and have its disadvantages as well. 
I hope that one day soon we may 
again have smaller communities 
where the right degree of interaction 
exists. 


How does ome go about achieving 
this—short of government owner- 
ship of land? 

The first problem that has to be 
licked is certainly the political prob- 
lem. The greenbelt towns offered a 
marvelous example of what could be 
done. I think there are new attempts 
now in two or three projects, some of 
which I am involved in. The Golden 
Gateway project, in particular, if all 
goes well, I think may be a significant 
one and a turning point. 


In the absence of a unified architec- 
tural style, do you think there 15 a 
basis for architectural criticism to- 
day? 

Yes. What we need is a critic with a 
philoscphical mind, an optimistic 
mind, a young mind to see light even 
in the darkness. 

Some architects will say anything 
and compromise anything, but if a 
building has integrity and consist- 
ency it will be meaningful and will 
endure. Style will come when society 
itself will have acquired spiritual 
greatness. Obviously we are a long 
way off, but we cannot afford to act 
pessimistically. 
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Sta-Crete doesn’t—Sta-Crete ships 
unadulterated epoxy formulations for 
your concrete job. Always specify 
Sta-Crete to solve concrete bonding 
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* Bonds concrete 
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* Waterproofs 
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* Decorates 
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No. 50 TROLLEY HANGER 


This versatile trolley is adaptable 
to a variety of commercial appli- 
cations. Can be used to hang 
metal or wood doors weighing 
up to 400 Ibs. Door weight is dis- 
tributed equally to four 2'í;-in. 
steel wheels. Trolley has cast 
truck and hardened steel roller 
bearings... provides both lateral 
and vertical adjustments. 


No. 51 TROLLEY RAIL 


For use with No. 50 trolley. 
Carefully formed to give an 
even, perfect tread. Supplied in 234" 
lengths 4 ft. to 20 ft., galvanized 
finish. Rail can be punched to 
specifications for direct overhead 
mounting to metal or wood 
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Cost of 


“Walking Labor” 


mounts up 
fast today! 


Lou" Ce 
^ 


ANTICIPATE ... PLAN... PREVENT NONPRODUCTIVE COSTS! 


Walking is expensive... апа robs efficiency . . . especially when a worker must leave a production 
job to simply open and close doors. What does this ‘‘walking labor" cost? It can easily amount 
to $300, $500, or more... іп 200 working days for one man, during one shift, to manually operate 


one door... 


. . . for example, a $2.50 per hour lift truck opera- 
tor uses one door three times each hour during an 
eight-hour day. Each time, he must leave his vehicle, 
open the door, walk back to his vehicle . . . drive 
through, stop ... walk back to the door, close it, re- 
turn to his vehicle. This takes about 90 seconds . . . 
and he has to return through the door, so that 
makes three minutes for the complete cycle. 


3 minutes per cycle...3 cycles per hour... 8 hours 
per day equals 72 minutes. Multiplied by 200 work- 
ing days this totals 240 hours at $2.50 . . . or $600 
per year just for walking labor! 


For much less than $600, Barber-Colman Elec- 
tric Door Operators can completely elimi- 
nate this cost of ‘‘walking labor." Further 
savings are realized with strategic locations of stand- 
ard operator controls. First year's savings more 
than pay for the equipment . . . become profit in- 
stead of loss each following year! Materials han- 
dling becomes more efficient and dependable . . 
conditioned air is more stable . . . heated or cooled 
air losses are reduced, working conditions are more 
comfortable. 


Use proven and preferred in more plants than any 
other . . . Barber-Colman Electric Operators, en- 
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gineered especially for rugged industrial perform- 
ance, save you more in plant operating costs, with 
less maintenance, greater dependability, year in— 
year out. 


Your OVERdoor specialist can prove it... and 
show you further savings in plant operating costs 
with the new and exclusive Industrial Door 
Inventory Plan at no obligation to you. Write 
or call today. 


THE MARK OF QUALITY 


BARBER 


COLMAN 


Dept. P13, Rockford, Illinois 


